Historic, archived document 


Do not assume content reflects current 
scientific knowledge, policies, or practices. 


SHENANDOAH 
NURSERIES 


A. F. LAKE, President - R. S. Lake, Sec’y- Treas. 


SHENANDOAH, IOWA 


Stock Unsold April 13, 1925 
SHENANDOAH, IOWA 


Send us your list of wants. On some items in 


quantity we can quote lower than printed prices 


BULLETIN NO. 6 


For Your Information 


To those who are not acquainted with our firm would say that this business was 
established in 1870, at this place by D. S. Lake. 

We are located in Southwestern Iowa, fifty miles southeast of Omaha, Neb. The 
soil here is especially adapted to the growing of a general line of nursery stock. The 
railroad facilities are excellent. We are on the Wabash, Chicago, Burlington & 
Quincy and Keokuk & Western railroads. We take pleasure in showing visitors 
over our grounds at any time. : 


TERMS OF SALE 

SHIPPING—With the exception of Evergreens and some heavy ‘shade trees we 
are in position to ship assorted orders all through the winter, and can as a rule, get 
refrigerator service, although we do not guarantee this. Can begin to dig trees in 
this latitude usually about March 10. Parties ordering goods should indicate whether 
they wish them sent by freight, express or parcel post, also route. In the absence 
of these instructions, we forward them to the best of our judgment, but in no case 
will we assume responsibility after consignment to purchaser. When losses occur by 
delays or other causes of whatever nature while goods are in transit make claim AT 
ONCE on the forwarding companies. All shipments travel at the risk and cost of 
the purchaser. 

TERMS—Cash or security before shipment of goods, except with established 
firms, when if unknown to us, satisfactory references will be required before goods 
are forwarded. Orders to be sent C. O. D. should be accompanied by one-fourth 
eash. 

PRICES—Are limited to Spring 1925 and supersede all previous lists and are 
subject to change without notice. 

CAUTION—We accept all orders upon condition that they shall be void should 
any injury befall stock from frost, fire, hail storms or other causes over which we 
have no control. 

CLAIMS—For any cause will receive consideration only when made within ten 
days after the arrival of goods. In no case will we entertain claims made after 
the goods have been once accepted. 

PACKING—Prices contained herein are net; cost of boxing and baling will be 
added. No charge is made for loading bulk cars. 

GRADES—We grade carefully; in some cases by caliper, in others by height. 
When graded by both caliper and height, the caliper must govern. 

CERTIFICATE OF INSPECTION—Will be furnished with each shipment. 

GUARANTEE OF GENUINENESS—If any nursery stock, ete., proves untrue 
to description under which it is sold, we hold ourselves in readiness on proper proof, 
to replace all such nursery stock, etc., that may prove otherwise or refund the 
amount paid, but we shall in no case be liable for any sum greater than the amount 
originally received for said nursery stock. 

BOXING AND PACKING CHARGES 


30x80 xlAee teeta es ee $5.50 24x24x110) fect-= = $3.50 
BOKS OKO Mae es eae cen renee 5.50 20x20x10. (2 eee 3.00 
BOXSOx LO ihe ee Sie eee 5.00 18x18x10) “(22 2 eee 2.75 
SOxS 0x1 Ones ewe = Eee eee 4.50 16x16x10 “ee ee 2.50 
DAS OTD ee tee a ee ee ee 4.50 14x14x10 «‘ 9 2.3 ee 2.25 
J4x8 0x1 One ts ae Seiey crepe ees 4.00 12x12x10 “3. eee 2.00 


DADA SAD eames ta cepa es Cease shee 4.00 12x12x 8). “) Ss 2 1.75 
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APPLE, STANDARD 


*(Prices as follows unless otherwise noted) 


Per 100 Per 1000 


Standard First Class, 5 feet and up, 11/16 to 1 inch_________-__ $35 00 $300 00 
Standard First Class, 4 feet and up, 9/16 to 11/16 inch__________ 25 00 220 00 
Standard First Class, 3% feet and up, 7/16 to 9/16 inch_______- 17 00 150 00 
Standard First Class, 2% feet and up, 5/16 to 7/16 inch_______-~ 11 00 100 00 
(Can supply inch trees in all leading varieties of apple) 

11/16-lin. 9/16-11/16 7/16-9/16 5/16-7/16 
Pek AnSAS Black = ee 690 250 me NS ee 
MLM Otrawvery +=. 82-55 Ss 966 220 30 sees 
ald Win, 22 fe eet ke SS ES 400@40€ 120@380¢ 1190@20¢ 750 
Peach to a oe ne ees ms se ater 110 
CN Ere ILD pking rs 2 ee Sees © OS Pe 450 180 320 5 on 
BSCHOTI oes ee eo oe ah 50 20 a ae 
Budeie Ben DaAVvIse 2-6 =e 2 See p= = 30 eae 
PIBNCLOUS FX o ee es 300 450 300 80 
Duchess of Oldenburg___. --_....___ 1880 730 1100 Eb ie 
TT GUE A>) ee os 2 eae eS eS 730 350 770 360 
ary Warvest 222.505 Soe Sane saa Eee 120 
ESTE CII Gon chests ents Sor Sk ac 320 400 Ese 235 
ae PI UOIN 2 ee Se RS 220 50 140 75 
VN ae ees Se ee Pe a eee 400 300 Siok 
RLV eNIStE I Sei a= oe et we ee oe 1740 300 110 See 
Menrmes Golden. =~ ete es 1910 510 eee ewe 
Hubbardston Nonsuch -______---__- 105 oe 155 200 
PemrUSMiarl = 2~ Ss S- a Be ITS 620 130 250 130 
I eS oe eS, 20 25 soa SS 
SUPE SS a ae ee 60 50 Oe wa 
LNG ES a fs ae re ee 1000 ae 780 ape 
Ls Tae) DE Wa (s (Se ee see ee eee 200 190 480 565 
Binge Oho GOs see 180@40¢ ____ 345@20¢ ____ 
Liveland Raspberry --.--__--.---_-_ 1400 280 290 80 
WON 2 ee ee eee 80 ee ee ce 
fale homanive <= 222 2S eae 50 one Hit ee bette 
BintON hs 2 22) =e ee Sy es 100@30¢ 2545@20¢ 1435 
istidenvislusis > -2 === ssc ee See 160 400 eee 100 
eens: ie ee er eee 1600 200 a we 
BENGriHerin Spy 225 yeaa Se a_i ass ats! 60 
Bcabenr” 32—~ 2) Aas ae ee 15 mess 30 Pee: 
LT) ea ee eS eee ee 300 25 25 as BES 
Seamlescent "2 at eee ar ee 25 10 
eerliess \S-— 2 Secs 3 Spat eee 740 80 40 ae 
Pema keel. = 22 * es eee eee 1500 65 Poss 2 ee 
mound “Sweet == —2-22-22--=-=4625_5 =a —_ 20 ee 
Semce Sweet oan Ses a 100 eee aus ie 


4 BULLETIN NO. 6, APRIL 18, 1925 


APPLE STANDARD—Continued 


11/16 1 in. 9/16-11/16 7/16-9/16 
Ram bog a ae ee eee a nyse cies 20 
Rysol /AACHRNG Mil se 1800 A75 835 
Rede June is 32 i Eee a 805 190 30 
Re (Greening:2-. Sts SVs eee 500@40¢4 80@30¢ .-__ 
ronan: Si@Wl = ee ee 40 35 = 
Romes Beauty == a eee nee 4350 500 490 
Saloriney sta Sos So a es ess ee 40 ae Prd 235 
Siomiaamnloerter 590 760 430 
CSF TEE id ana prec a SN agi ie 20 Pap poe sae os 
Molmian) (Sweet; as a= 2 eee es ee 100 80 80 
Twenty. Ounce=_=4-=.- =e eee = pore 120 
WittersRed- 22s) ean cea S 105 Cems sep 
WWAS CNC Te oe ha ens al eee Be Saban 145 40 430 
Wealthy, ost Ss ie ee Renae 1700 300 eae 
Williams Early Red__-------_____- 100 30 25 
WiAneSap ci erase ee Se Eee 800 100 are 
Wio lf aRvier 2228S ae a ere ee 850 200 Bpae 
Ve aN SP pode eae at ee oy ee ee 70 Lae 70 
Vellowviransparent 222 — 1600 1980 2050 
Nonkelunip era) ee ene? (NOC 410 20 
APPLE—Dwarf 
(These trees will be shipped direct from Dansville, N. Y.) Per 100 
burst Class} 4) to; bateetsr5)//Gilmc heer ry clay eee ee ene $45 00 
Hirst Classis) bo) 4) cee toi GO. en Chase eaten 35 00 
5/8 in. and up 4-5/8 in. 
) BEAU UO Ria Ty pnieeeset neces eet UA SS eg ee 150 250 ae 
Delicious, = 2522032 ae ee 125 200 apetes 
Duchess; 82= sa eee Sieeranes 50 100 = 
McInto shi: ec 2 sete tine eee aga 300 300 a 
Red arAistrach an svete tee eee ae a eee 100 75 cae 
IVOMIe BD CALL yee eee ere 50 150 ae 
Revi Greening eee ee ee 100 155 Sas 
Stan yaaa Vs eS 22590 re 150 150 2é 53 
Veal Gacy ais se See ees 200 280 wats 
WellowsAiransparentie sae 200 225 eee 
CRAB 


Standard First Class, 5 feet and un, 11/16 to 1 inch 
Standard First Class, 4 feet and up, 9/16 to 11/16 ineh 
Standard First Class, 3% feet and up, 7/16 to 9/16 inch 
Standard First Class, 2% feet and up, 5/16 to 7/16 inch 


11/16-1 in. 


Florence’ 2.6 22) 395s See eee, 20 
Hyslop 
Minnésota |. 222522 325s See Sees 20 


9/16-11/16 


7/16-9/16 


5/16-7/16 


Per 1000 
$300 00 
220 00 
150 00 
100 00 


5/16-7/16 
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CRAB—Continued 
11/16-lin. 9/16-11/16 7/16-9/16 
SREP SIDOLIAN => 2! See ee 190 Ems 35 
PMRILG CAT CHO 22. See ote See 40 15 5 
facllow.s siberian. 22 26 te 180 40 eS 


PEAR—Standard, Two Year 


(*Prices as follows unless otherwise noted) 


Per 100 
Two Year, 5 feet and up, 11/16 inch and up___--._____-._____-- $50 00 
Two Year, 4 feet and up, 9/16 to 11/16 inch____-_______-~_____- 40 00 
Two Year, 3% feet and up, 7/16 to 9/16 inch_________________- 25 00 
Two Year, 2% feet and up, 5/16 to 7/16 inch_________________- 18 00 
11/16 in, and up 9/16-11/16 7/16-9/16 
“-SSDOHI To ae e  ee s  e Ae 3 ft ts > 2735 @30¢ 
PRP ALG Oe 2 eo oP ec eh ee sie 320 610 
Sianp sPaVOrIte ooo ~ oe ee ose 110 waste oes 
Ppnness! = Sos Eo fe ta a 470 100 De 
mrPpuatty DeAUby =5-~ = 2S 25 exe 1180 200 150 
POSEDCD IS 5 Sate eng Ne 3300@35¢ 15380@25¢ 1020@18¢ 
LO Se ee ae ere 115 Sa ee 
LO ee ee ae 3750@35¢ 1050@25¢ 150@18¢ 
RGSENO Vie te este ee eee 30 eras aes 
rer Ge ya ee re Se ee mes J 270@45¢ 1080@30¢ 
SEG Gh ee ees as one 45 


PEAR, Dwarf 


(*Prices as follows unless otherwise noted) 


Per 100 
foe vear.b/o mich anowup = - saa o nok oo Be oe $40 00 
moe. GAYS Ser Oi D/ Se INCi. ps2 Se oe eee ee 30 00 
DE CAT, C/o UG. He -ANCi= ee oe Ne ee ne rs ee a ee 15 00 

5. and up Ys -56 

PCC ate on oo ee ee oe ee Boe eee oe 500 
aD AIO US ae ae a et ee ee oe Le 2 ee 90 35 
pens Ut VONILG So ae ee a ee eee 10 30 
Bemicuess-( “Angotleme. 2-2 eee 1055@35¢ 1570@25¢ 
BRIERE SDOXULY Sat: ah ere OA eee ge 25 175 
oo Da ree) Sn er lt Me Ege a 220 310 
ULES oe SS eR ee eee Se ek REE) IE ae 410 950 
Sot r RS Se eee ee ee 170 660 
memnont. Beauty 252. sone ee ee ee as 70 
LS Ci aE AES Soak oe OE ee Rees SS oe ANE a 20 120 


5/16-7/16 


Per 1000 


5/16-7/16 
175 
160 
130 
80 

100@12¢ 


Per 1000 


6 BULLETIN NO. 6, APRIL 13, 1925 


PEAR—Standard, One Year 


Per 100 Per 1000 
Onesyearss5) tO" Gietee Elia See aa a a O $22 00 $2. 
Onebyears4:to-befeetaw hips 522 ee Saas eee eee eee 18°00 > > ee 
One yearns toed sheet oAW bi ps ea 14.00: == 
Onenyear;-2iito' Sheet mWihti pss Hee ee ee ee ete ae a 10:00... eee 
5/6 ft 4/5 ft 3/4 ft 2/38 ft 
Garber? 2: 2 ee 170 170 peo or 
Iieticry 22 Soe ee ee ae 40 200 eae pase 
CHERRY—Sweet, Two Year 
Per 100 Per 1000 
IO Neeenes Bae Hel eyo, Il roaVeley Aol Whe $85 00 bee a 2 
Two Year, 4 feet and up, 11/16 inch and up____________________ 10.00" = ==a 
Two Year, 314 feet and up, 9/16 to 11/16 inch_________________ 55 00: = == 
Two Year, 2% feet and up, 7/16 to 9/16 inch__________________ 35 00 - ee 
1 inch and up 11/16 in and up 9/16-11/16 7/16-9/16 
Gove Wood Pas. ao aise Sess ree a 75 160 ee ee 
Rambert et es Se nae ee ee eae 95 90 Soe es 
INE) 00) eG dicts ee ees ete ta ee ee 20 es ae 
CHERRY—Sweet, One Year 
Per 100 Per 1000 
OnesVYiearebitono teeta) /Geineh pean dey seen ner $5000). === 
One Yeart4storSsteetai9)/iGi col elt/Al Gs irc hee eee 40.00 == 
5/6 ft. 4/5 ft. 
BIN ohapee ee es Apa \ $25 Speier Eee Lear 35 AREAS (a 
hambertwh!= seo 2 a eee ee 75 560 ee pees 
INaipoleonigee se Se ee ee eee ae 150 580 eens nee 
CHERRY—Sour, Two Year 
Per 100 Per 1000 
Woy Nearer eval Wyo, It WA A AyeGl hg $65 00 $2 
Twosvear4-teetand ups dl/ lo inchvande wpe ee 55 00 500 00 
Two Year, 3% feet and up, 9/16 to 11/16 inch___-_--__________ 43 00 400 00 
Two Year 212 feet and up; 7/16) to. 9/16 inchea 2 27 00 250 00 
Two Years teetrandi up d/l Gatos al Galicia een ere 17 00 160 00 
1 inch and up 11/16 in. and up 9/16-11/16 17/16-9/16 5/16-7/16 
Marly Richmond_______- PES 38370 1050 See See 
English Morello________ 2 130 140 oe Sat! aes = 
Maye Dukesessa= aon een eft 210 25 105 15 
Montmorenecy Large__-- 500 2500 950 200 See 
Olivet Ses Seer aa a eee 400 mee Ba sees 
G@stheimige = ee sees 340 ee, ose 30 


SHENANDOAH NURSERIES, SHENANDOAH, IOWA 


7 


ee eee 


CHERRY—Sour, One Year 


Per 100 
One Year, 3% feet and up, 11/16 inch and up_----------------- $40 00 
One Year, 3 to 4 feet, 9/16 to 11/16 inch____------------------ 27 00 
One Year, 2% to 3 feet, 7/16 to 9/16 inch___------------------ 22 00 
One Year, 2 to 3 feet, 5/16 to 7/16 inch___------------------- 17 00 
11/16 in. and up 9/16-11/16 17/16-9/16 
Barly RichmMOnd: — 226 e = ae 3610 1280 ee 
We DG ee ee —— Sisc 170 
MIOTENMIOLGHCY Meet saa ae 3260 810 430 
Marhenng = eee tS eee EE es 200 80 
PEACH 
Per 100 
One Year, 5 feet and up, 11/16 inch and up_------------------- $25 00 
One Year, 4 feet and up, 9/16 to 11/16 inch_------------------- 22 00 
One Year, 3 feet and up, 7/16 to 9/16 inch_-------------------- 16 00 
One Year, 2 feet and up, 5/16 to 7/16 inch__------------------ 11 00 


(Can offer some one inch Peach at same price as 11/16 inch) 


11/16 in, and up 9/16-11/16 7/16-9/16 
mmnralDeweyrs 2==se oe nse ae as ett | ae 


PMeranitetg 25 te eS ater Sees 35 400 100 
Metlaiot. Georelas= 2.) =o. eae 100 100 50 
Gratman, 2) 22228 8 oe oe oe 150 zoe 145 
anion ee aa ae ae it Ba ae | ae 
CHAS) In Sok ee ee Se 30 A 25 
RaRACTEOLG EAT LY = Se Se ee a ee ae 750 
rawrord pluates aso" aBee Sea See 145 50 340 
Sha ili?) Jes se eo ee - ESS oS 35 55 
marly lberta Sse: ae eae eee 250 165 35 
Milpertawer ss) Son ee nt eee 3850 1280 5000 
SeeCEnSD DLO) Sao ae ot. 840 470 
Medth Gling = —- =.= eee oe eae 330 310 60 
TE ee ee 750 390 6500 
mrummels Octobers—=_——--—--==-=— 320 100 pon 
Memon ung ae 25 10 20 
WeryvilOWweL o- —— 880 170 10 
New» Prolofic == 8268 2 2 oe ee 110 15 oy SO, 
OidsMrson Cline See ae sean 50 a Fi ees 
Leh ee 50 15 20 
modeBing Gling. 222-2 24s fee 130 100 45 
Machester 202 5= S252 5 So See 650 200 100 
Sey eee ee ee 235 65 440 
GIT De a ee re ee lee ec oe 60 80 200 


Per 1000 
$350 00 


250 00 
200 00 
160 00 


5/16-7/16 


20 


Per 1000 
$220 00 


200 00 
150 00 
100 00 


5/16-7/16 
20 


195 
450 
185 
330 
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APRICOT—Budded on Peach 


Per 100 
One and Two Year, 4 feet and up, 11/16 inch and up____________ $40 00 
One and Two Year, 314 feet and up, 9/16 to 11/16 inch_______-_ 30 00 
One and Two Year, 3 feet and up, 7/16 to 9/16 inch____________ 20 00 
Qne and Two Year, 2% feet and up, 5/16 to 7/16 inch__________ 12 00 
11/16 in, and up 9/16-11/16 17/16-9/16 
AV cag Crs see OD ae er Bees pipes 170 
PAN OKT SSPE ere a cee ei, ee atten ee Se aes aes 75 
lpendby Cowie Se 430 170 260 
Gib pit Soe ae a een ee a ican ph ee 120 
ET are S ost oS Ep ee re 40 40 60 
21 eB Ud die ee eee es ea ee 30 
Moonparke si sin ae Ree eee 580 ey 40 
Royale se esa = eens ae Seiya as eure 60 10 auee 
Superbiy= ea ae aS eae es 225 Se 125 
WAIISOO  Lososesaascessoceescesese IBD 230 120 


Per 100 

OnesYears 4 feetiand=up, 9/A1G=1/AlGhinch= = ee $40 00 
One Year, 314 feet and up, 7/16-9/16 inch —-___-________ peers 25 00 
One Year, 2% feet and up, 5/16—-7/16 inch____________________ 18 00 
9/16-11/16 17/16-9/16 


YA V0 0) Op af We Chaucer re eG Se Re a ae RE ee ge 40 perth 
COMPASS CHERRY - PLUM—On Native Roots 


Per 100 
415 One and Two Year, 5 feet and up, 11/16 inch and up______ $35 00 
COMPASS CHERRY - PLUM—On Peach Roots 
Per 100 
385 One and Two Year, 4 feet and up, 9/16-11/16 inch________ $20 00 
QUINCE 
(Prices as below unless otherwise noted) 
Per 100 
TwoXear;, 54.inchjand up 22 tes ae So ee ee ees $60 00 
Two. Mears Ue stoSe Pincha so et eee Ed oe 45 00 
Two! Year;, Sector teqinches 2252 ee ee eee 30 00 
5g and up Wy-% 
Angers): 222.23) sues ee ee ee eee 1380@25¢ 150@18¢ 
Champion) 22=2= 24. eee 230 190 
Orange, 2. S.082 Ste a ee were 60 


Per 1000 


50 


5/16-7/16 


Per 1000 


%-Y% 
15@10¢ 

255 

165 
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PLUM—On Native Roots 
(New Minnesota Varieties) 


Per 100 
One and Two Year, 5 feet and up, 11/16 inch and up____-------- $50 00 
One and Two Year, 4 feet and up, 9/16-11/16 inch____---------- 40 00 
One and Two Year, 3% feet and up, 7/16-9/16 inch_____--__-_- 25 00 
One and Two Year, 244 feet and up, 5/16-7/16 inch_____-_-_-_- 18 00 
11/16 and up 9/16-11/16 7/16-9/16 
TES CH TE oe ay og ee ee 85 60 pes 
Tokay bi VAC eae ee eee eee Se 50 130 115 
Mgt. ae Se See eee 55 50 ees 
Rede Wane. rn Ree A. A ee 5 5 
DGG Se ee ee ees wee wee 6 
MMReRMOOGE sea oe tee Eves 23 25 8 
“UEDA Se a 15 60 10 


PLUM—On Native Roots 
(Americana and Chicasaw Varieties) Per 100 


One and Two Year, 5 foot and up, 11/16 inch and up_________-__ $40 00 
One and Two Year, 4 feet and up, 9/16-11/16 inch______________ 28 00 
One and Two Year, 3% feet and up, 7/16-9/16 inch_____________ 20 00 
One and Two Year, 2% feet and up, 5/16-7/16 inch____________- 13 00 

11/16 in, and up 9/16-11/16 7/16-9/16 
Sa Oh a ES oe Se oe ae 80 20 
SS ee ee ee 180 50 10 
Tle Shui a eee ed 720 710 145 
MNROSHLGILUGH 2-2 se oe 910 630 520 
LEA DTE (C(t aR 570 185 190 
SIE STEN 2S se 250 100 40 
CHIC ye) LOE cee ee er Ce ae 25 120 
UTE G92 2 ai eo ee ee 360 710 340 
Peacaweuaniie © sto se . Se Se 630 190 400 
SUED gps 8 Sapte a a ee ee 250 530 70 
SPI B es i See RS SS en Se eee ae aS 65 
~STETE TG (es eh oa EN So ee Se 1140 490 190 
Unga Ss. 2 ae ee eee 860 320 250 
VUE SRT = ge Se ek es 130 70 180 
“EY CLG bol Ca) (eee ea ae mien? 35 665 
OT LEE gg ta I ER ee a A 150 200 850 
CMD So i Se ee eee ae 1270 1960 700 

PLUM—On Peach Roots 

(Hansen Varieties) Per 100 
One and Two Year, 5 feet and up, 11/16 inch and up_________~_ $30 00 
One and Two Year, 4 feet and up, 9/16 to 11/16 inch___________ 22 00 
One and Two Year, 3% feet and up, 7/16 to 9/16 inch__________ 15 00 
One and Two Year, 2% feet and up, 5/16 to 7/16 inch__________ 10 00 

11/16 in, and up 9/16-11/16 7/16-9/16 
SEE es os Spa ape 20 eae 100 


Benicia seen. Set Se 230 310 230 


Per 1000 


5/16-7/16 
5 


Per 1000 
$350 00 
250 00 
180.00 
120 00 

5/16-7/16 
45 


70 


5/16-7/16 
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PLUM—On Peach 


(Japanese Varieties) 


Per 100 
One Year, 5 feet and up, 11/16 inch and up___-_________-_ _.--$40 00 
One Year, 4 feet and up, 9/16 to 11/16 inch________________-___- 28 00 
One Year, 3% feet and up, 7/16 to 9/16 inch___-_____________-_ 17 00 
OnerYear 252) -teetrand-upsep/Al6: toy On cha eee ee 13 00 
11/16 and up 9/16-11/16 7/16-9/16 
‘Abundance == S2 ane eee een 20 2a= 50 
Burbanke 23-233 eee 600 40 eee 
PHUNU Se SINTON 10 70 170 
PedoJunes= > ask See ee Seas 190 150 
Satsuma so =e Eo 25 ries 20 
Wicksonwsi=s-s2co ee tee ae eee se 60 30 es 
PLUM—On Plum 
(Japanese Varieties) 
Per 100 
One and Two Year, 5 feet and up, 11/16 inch and up___________ $55 00 
One and Two year, 4 feet and up, 9/16 to 11/16 inch___________ 43 00 
One and Two Year, 3% feet and up, 7/16 to 9/16 inch__________ 27 00 
One and Two Year, 2% feet and up, 5/16 to 7/16 inch_________-_ 17 00 
11/16 and up 9/16-11/16 7/16-9/16 
Abundance = 2528 Ses e ee 30 280 210 
AB watch ear] ie a re 1240 340 330 
Rede mire  See eae ee RE 110 140 160 
PLUM—On Native Roots 
(Hansen Varieties) 
Per 100 
One and Two Year, 5 feet and up, 11/16 inch and up_________-_- $45 00 
One and Two Year, 4 feet and up, 9/16-11/16 inch_______-_____-- 33 00 
One and Two Year, 3% feet and up, 7/16-9/16 inch____________ 22 00 
One and Two Year, 2% feet and up, 5/16-7/16 inch____________ 16 00 
11/16 and up 9/16-11/16 17/16-9/16 
Cherésota ee ees ee ee eee 140 300 aes 
Kage oy Ssh ae ae a ee 10 160 
1 Sea gli ger gm we Mae rl a Ne 480 150 ea 
Sapa fae see ee es Sc ae ee ee 660 1060 50 
Dokattali <2) i ae aes eS 160 30 eae 
Wachampa' ssi82 522 56 Saar 10 10 Beek 
Waneta- <= 22s! see Se eee = 50 2115 Late 


Zekanta, (asses es 2 A eee 50 tina ees 


Per 1000 
$350 00 
250 00 
150 00 
120 00 


5/16-7/16 
35 
40 
20 
80 
35 


Per 1000 
$500 00 


400 00 
250 00 
160 00 


5/16-7/16 


410 
180 


Per 1000 
$400 00 


300 00 
200 00 
150 00 

5/16-7/16 
40 


20 
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PLUM—On Plum 


(European Varieties) 
Per 100 Per 1000 


Mwovvear, 5 teet and up, 11/16 inch and up=----=."=~-.----___- $55 00 $500 00 

ihwouvear.4 feet and up, 9/16 to 11/16 inch-2=.---=.----..--== 43 00 400 00 

Two Year, 3% feet and up, 7/16 to 9/16 inch__-________-__-__- 27 00 . 250 00 

Two Year, 2% feet.and up, 5/16 to 7/16 inch_.----__-------=—- 17 00 160 00 

11/16 and up 9/16-11/16 7/16-9/16 5/16-7/16 
CSS LG is aS Serpe ec eae 880 450 160 aia 
(thle SNA, Ten eS ee 2000 1000 pee bess 
Gi LL Or Se ees eas 10 60 Ee. 
TENET EAD WCC ae Re a 1050 160 235 pee ie 
LD ive Qadir 220 50 t= = 
Do 008 OT le ta aN ace Cee as 2600 1550 1700 150 
“CTR ED RTL os SE IU ee 215 50 eS et 
NECORE SA TCUC2 <a cemmiecan Gane 60 90 aes 10 
L9G GS! SCC Ih TE ee ee 800 670 360 35 
RtemmemOlavd ern =f. Se et 180 30 50 10 
Maiupers, Prides 2-2 == 22k 130 20 220 = 
Shropshire Damson =. ~~ -u=.222. =~ 1670 215 290 20 
MOELUG pm Die ee Sate 20 ae e255 

MULBERRY 

6/8 ft. 5/6 ft. 4/5 ft. 

LELDYCT EATS NS) ae ae ee PSS @60¢= es ace se 20@30¢ 

SA? Gai s Ge ae eee 115@60¢ 125@45¢ 225@30¢ 

CURRANTS 


(Prices as below unless otherwise noted) 
Per 100 Per 1000 


PCH NOT li ee a erin tS a ee ie CO $ 6 50 $ 60 00 
200 Cherry@7¢ 670 Victoria 

3250 London Market 80 White Dutch@7%¢ 
360 North Star 915 White Grape@7%42¢ 
470 Pomona 520 White Transparent@7%¢ 

3180 Red Cross 1980 Wilder 


60 Red Dutch 
Per 100 Per 10C0 


PRIPMVESTORINO. 1 OF TWO) Leary, NO. 222222. ee eee $ 5 00 $ 45 00 
900 Cherry @5¢ 120 Victoria 
200 Fay’s Prolofic@5¢ 490 White Grape@514¢ 
1000 London Market 210 White Transparent@5%¢ 
120 North Star 650 Wilder 
240 Pomona 


Per 100 Per 1000 
BaP eCRecIOnws 1 VCAT. NOx Vt. 22 oe Bee $15 00 putus® 
Lae bertection, | Year, No, 1 or 2) Year No, 2-2._--=-=--2-- =~ O00) eee Ses 
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RASPBERRIES 


Per 100 Per 1000 Per 100 Per 1000 
2,500 Black Pearl, 1,570 Loudon, red__$ 2 00 $ 18 00 
Transplants _$ 3 50 $ 30 00 3,700 Marlboro, red 2 25 20 00 
10,000 Columbian 1,800 Miller, red___ 1 80 16 00 
pUEpley === ee 8 50 S000 G00 Ohtay redes=earon00 25 00 
4,300 Cuthbert, red. 2 00 18 00 9,000 Plum Farmer, black 
5,000 King, red____ 1 80 116 00 Transplants _ 3 50 380 00 
1,500 Latham, red__ 3 50 380 00 381,850 St. Regis, red 1 60 15 00 
BLACKBERRIES 
(Root Cutting Plants) 
Per 100 Per 1000 Per 100 Per 1000 
2200 Ancient 9500 Eldorado, No.25 1 40 $ 12 00 
Britton ______ $ 2 25 $ 2000 4500 Erie No.2._ 1 20 10 00 
PID AOISES soa pee 30 00 4000 McDonald ---. 2 25 20 00 
4800 Blowers No. 2_ 1 70 15 00 
2300 Early Harvest 2 25 20 00. 12-00 Mersereaus == 28 2500 
4000 Early Harvest 2200 Snyder 222-22 2 25 20 00 
INO 2 eee 1 40 12 00 
GOOSEBERRY 
Two Year, No. 1 
Per 100 Per 1000 Per 100 Per 1000 
i) Ceiraigy 2 = $ 8 50 $80 00 9000 Houghton ____§$ 6 50 $ 60 00 
2900 Champion __- 13 00 120 00 1500 Josselyn —_--- 16 60 150 00 
350 Downing —___- 12 00 100 00 200 Smiths Imp’d.. 6 50 60 00 
1 Year No. 1 or 2 Year No. 2 
Per 100 Per 1000 Per 100 Per 1000 
230 RC arricgas =e $ 5 00 grseeee 3000 Houghton __-$ 5 00 $ 45 00 
4000 Champion ____ 8 50 80 00 2000 Josselyn —___- 10°00: -\ = ae 
3880 Downing _---- 8 00 70 00 200 Smiths Imp’d.. 5 00 45 00 
STRAWBERRIES 


(Prices as below unless otherwise noted) 
Per 100 Per 1000 


100000 General Assortment, leading kinds___-________________ SF a) $ 4 00 

Aroma New York 

Dr. Burrell Ozark Early 

Gibson Sen. Dunlap 

Klondike ; Warfield 

75000 Everbearing, Progressive and Superb______-___-________ Sr $ 6 00 

15 000) Erverbearin ga Weanip orn eee eae ee 1 00 8 00 
DEWBERRIES 


Per 100 Per 1000 
9000; Lucretia: Dip) Plants Sa eee rene $ 2 00 $ 18 00 
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ASPARAGUS * 
Per 100 Per 1000 
noug0uColumbian, 2 years=_—--._—-=~=_-=_—----_--=---_-==---= $ 1 00 $ 8 00 
BNnieGolumpbian, lyvear=.— 22-2). s.- 222s ss = 55 4 50 
15000 Conover’s Collosal, 2 year_---------------------------- 1 00 8 00 
mngor Gonovers Oollosal, 1 year-=-—- *- #==--_-—-=--=-=~__=--- 55 4 50 
2710) [ESE OS 7] ayGih a ee 1 00 8 00 
PAMOMEALIOCtLO, 1b Yealse=—- =~ 0 a ee ne en a 55 4 50 
Spun mivaebine ton. lurveat=— oon 2 ae a 90 7 00 
SEEDS 

Per lb Per lb. 
Coin? 23 ie $ 60 Peach Pits, (Southern) 1923 bu.___-$3 00 
Catalpa, per hundred pounds_-__-- 50 Peach Pits, (Southern) 1924 bu.___ 3 00 
Meociste Diack! = oe 50: Rhubarb linneaus=2-—s25=_= 25-22 40 
MOrIS eMOney 2222505. 22. 20-222 50 Rhubarb Linneaus per hundred lbs. 35 

Niumperry. Russiano—_ 2 = -._=- 3 00 

GRAPES 

Per 100 Per 1000 
500 Agawam red, 2 year, No. 1__-------------------------- $10 00 oa 
1200 Agawam, red, 1 year, No. 1 or 2 year No. 2-------------- 6,005 meee se 
720 Beta, black, 2 year, No. 1------------------------------ b2 00. 2 <a = ss 
2500 Beta, black, 1 year, No. 1 or 2 year No. 2---------------- imO0" ee eS aos 
1000 Brighton, red, 2 year, No. 1_-------~------------------- 1500.7 we ses2e2 
1750 Brighton, red, 1 year, No. 1 or 2 year, No. 2------- ------- 103002, es 
200 Campbeil Early, black, 2 year, No, 1-------------------- TAO OF ta eee 
2400 Campbell Early, black, 1 year, No. 1 or 2 year, No. 2_--- SrO0 Rea Fs 
ahieGatawba. red, 2 year, No. 12-22. 2 = S==_=-- === == LOCOS eae == 
100° Catawba, 1 year, No. 1 or 2 year, No. 2_-----------_---_- 600m setae 
200 Champion, black, 2 year, No. 1_------------------------- OL O00 Masons 
995. Glinton, black, 2 year, No. 1_------=-_=---=-=---=---=-.- 900" ar ee 
200 Clinton, black, 1 year, No. 1, or 2 year, No. 2------------ 5, 00M epee 
wauOMG@oneord, black, 2.year, INO. 122-2 —-=-=-_-==s+ Se A= 6 50 60 90 
12800 Concord, black, 1 year, No. 1 or 2 year, No. 2_----------- 4 00 35 00 
#5000 Concord, black, 1 year, No. 2-__-_---------------------- 2 50 20 00 
1500 Deleware, red, 1 year, No. 1 or 2 year, No. 2------------- LOLOO: Sersk 232s 
800 Deleware, red, 1 year, No. 2____------------------------ TOO =o sees 
50 Elvira, white, 2 year, No. 1_-_-----..-.----------------- LOk00)5 9) See 
690 Elvira, white, 1 year, No. 1 or 2 year, No. 2_--_--------- BOO areas 
200 Ive’s Seedling, black, 2 year, No. 1|.-_---__---=---_-=_-- S200, = Se 
490 Ive’s Seedling, black, 1 year, No. 1 or 2 year, No. 2_---_- bvOOL 6! Se sane. 
aipebandley, red, 2) year, NO. 1-22-- (Sa SSeS ee MOLOOE. aia sates 
275 Lindley, red, 1 year, No. 1 or 2 year, No. 2-------------- GOO as Freae aa 
500 Moore’s Diamond, white, 2 year, No. 1------------------ 7 At) a Ne > ee 
450 Moore’s Diamond, white, 1 year, No. 1 or 2 year, No.2---- 800 ~~ ------ 
900 Moore’s Early, black, 2 year, No. 1---------------------- 9 50 90 00 
6800 Moore’s Early, Black, 1 year, No. 1 or 2 year, No. 2_----- 6 50 60 00 
5950 Moore’s Early, black, 1 year, No. 2_-------------------- 4 50 40 00 
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GRAPES— Continued 
Per 100 Per 1000 


360 Niagara, white, 1 year, No. 1 or 2 year, No. 2____________ $ 6 00 $ 50 00 
SOO: Nhe, sedans, Il syeenR INK, Bo 3 50 30 00 
PANY 1eore hioewor, wile,  speenes INO, esos 15 00," =a 
1200 Pocklington, white, 1 year, No. 1 or 2 year, No. 2_--_____ 10 00°. =e 
B50 Sales red2 year siNOwwle a= es ee es 12.00: oe 
PAKUE NV QESO MNS Teel, A wiGEIe, IN@, Ie pe 1 00 eS 
500 Vergennes, red, 1 year, No. 1 or 2 year, No. 2___________ 10.00 
25 Woodruff Red, 1 year, No. 1 or 2 year, No. 2_-_-___-___- 10-00) 
(G0 AWVOHRODN, INEOg Peyyeeies: IN\@s; lbs 9 00 80 00 
130 Wiyomings Red coy cari aieia ia eee a ee eee 12 00 ee 
250 Wyoming Red, 1 year, No. 1 or 2 year, No. 2___-___-____ 8.00... 
MISCELLANEOUS 
Per 100 Per 1000 
2400 tHorsem Ra dis tae © uit i111 es eee ee $ 1 75 $ 15 00 
NO Talons IeRolisin Choy mise oe ne 500)... eee 
Silly dihoeloemays ale ano) ils) mal aes= 400 -—S=5 
PHAN) Jeg ehbl ond oy, Wahoweehvs, 7} ieee SS = ee TBS 25 00 
UENO A oyblovenel os Ishouaverhbisy: il Sey 2 00 18 00 
10000 Rhubarb, Linneaus, 1 year medium___---__.___-________ 1 50 12 00 
BOO: See a ee ee ne ee 10 00 80 00 


FRUIT TREE STOCKS—AMERICAN GROWN 


The handling of apple seedlings has been one of our leading specialties evex 
since we have been in business, which extends over a period of fifty years. The 


men that have charge of the growing of our seedlings have had long experience and 


are the best that can be procured in this country. 
Our apple seedlings are grown on new land and are given the most thorough and 


constant cultivation. We have found in late years that it is necessary to spray them 


frequently throughout the growing season so as to produce a healthy and strong 
growth. This means considerable added expense in the growing but we feel that 
the results obtained from same justifies the extra expense. 

Our seedlings are graded up to the highest possible standard and the extensive 
trade that we have is sufficient proof that our stock and grades sent out are satis- 
factory to the trade. 

We will be pleased to mail samples to prospective buyers. 


APPLE SEEDLINGS 
APPLE SEEDLINGS, grown from French crab seed 


Per 100u 
5000°1/4inchvandiupstraicht= ee ee $14 00 
15000) No.1) 3/1'6inch) andsup Strale hte ee 10 00 
20000 Special grade, 3/16 inch and up short roots for grafting 
or ‘budding=.!=2 5.2 22) Ui ee 6 00 
4000: No: 2;°224/16-346/16 inch straight. 2-0 e a 6 00 


3000 No. 2; 236716-326-16 inch) branched) = 2-22) 32 eee 6 00 
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APPLE SEEDLINGS—WASHINGTON GROWN 
Delivery Winter 1925—1926 
We are growing Apple Seedlings in the famous Yakima Valley of Washington 
and will be prepared to supply customers with Washington seedlings if prefered. 
Prices on application. 


JAPAN PEAR SEEDLINGS 


PEAR, JAPAN Per 1000 
3000 Calleryana, No. 1, 3/16 inch and up__------------------------- $25 00 

PLUM SEEDLINGS 
PLUM SEEDLINGS, Native (Hardy) Per 1000 
ROOURNoOwmiuS l@unch and, Upse22-e) 88 ea eo eee $12 00 
SIUOMNOMe ec io-o/lG ineh==s42. =) 22. SSeS eee 9 00 
SUN Goa Ol bea OslnG ee ees ee ee ee a 6 00 


PEACH SEEDLINGS 


PEACH SEEDLINGS Per 1000 
25000 No. 1, 3/16 inch and up___--_----_--------------------------- $15 00 
PRU e Wome lG=5/1 6 1nchas= == snes te SS ae eee ee 10 00 
Pie Nowarahour 2/ 1G anchs-- 2 a. ent eee ee et eae 6 00 


FRUIT TREE STOCKS FRENCH GROWN 


We wish to call attention to the fact that these goods are sold net at Shenan- 
doah. We take all the risk of transportation and pay all charges from France to 
this place. This is a very important point for customers to remember. 

Sometimes there is quite a loss in these long shipments, but this does not ef- 
fect the customer, as we open the boxes and grade out the damaged seedlings and 
guarantee our stock to be in good condition when it is delivered to the forwarding 
agent at Shenandoah. 

A government inspector is stationed at Shenandoah most of the winter and he 
inspects all imported stocks. 


CHERRY SEEDLINGS, MAHALEB 


Per 1000 

LORRI Fee wrasse ee ae eee $15 00 

Be Gaire nUCOsanO te = eee ee ee 12 50 

SY NNO) RIS as ee ee Oar es 10 00 

PAS(i EATS ZRF rivet) ee ee 2 NE cg eal ES ORES SS ee ot ee ere 7 50 
CHERRY SEEDLINGS, MAZZARD 

SNES SS epee ie eee ee eae IE ES a Se ae ee a eee 12 50 
PEAR SEEDLINGS, branched roots 

oe TDG ES DAE See, ee a ee A SP ES pe ap ee ee 25 00 

EID (GTI) “Tenrey e  S e  ee ee e 20 00 

WS00U0Rb-T) mums. 2 oS ere a ee es ee eee 16 00 


S023) ee ee eee 8 00 
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FRUIT TREE STOCKS FRENCH GROWN—Continued 
PLUM SEEDLINGS, MYROBOLAN 


Per 1000 

OOOO =e rata ap ea a I a eS a 15 00 
QUINCE STOCKS 

HOQOO! T2V2 mm | Se Sa Se ce eee ne ee 25 00 

GOO00C 527 mime ae ee ee 15 00 

10000-3-5 2mm S22 2 oa ee eo ee 10 00 
ROSE STOCKS, MANETTI 

HO OOD sO crrnrna esse ea a Se ee e 15 00 

5000 320s 22s ee ak ees Or ee ee 10 00 
ROSE STOCKS, MULTIFLORA 

8000)-5-95 mimes Se ee ee 20 00 


Packing charges in addition to above prices 


ROOT GRAFTS 


Unless you have experienced help, you will find it cheaper and better to have 
us do your grafting. We have a large force of expert men, who devote their time 
during the winter months exclusively to this department. 

We are prepared to put up grafts of any style or length wanted, and make the 
price accordingly. We use the best materials; orchard scions are used extensively- 
and selected hardy seedlings grown by us from the best crab seed that we can 
procure. 

Each order is grafted by itself and packed separately until shipped. They are 
repacked and inspected several times during the winter so they are in the best of 
condition at shipping time. 

IT IS VERY IMPORTANT THAT ORDERS BE PLACED EARLY. We can 
give them closer attention and supply a larger list of varieties than later in the sea- 
son. Our grafting season begins about the first of January and continues through- 
out the winter. 

Grafts should be planted out early in the Spring, in well prepared ground. In 
our own planting, we set them about eight inches apart in the row, making the row 
three feet six inches wide. It is very essential that the earth be well pressed about 
them. 

As our grafts are put up in bunches of one hundred, do not order a less amount 
of any one variety. We will be glad to mail simples upon request. 


APPLE AND CRAB PIECE ROOT GRAFTS 


Piece root grafts are made by using about six inches of scion and three and 
one-half inches of root. They are tongued together and securely wrapped at the 
union, with waxed thread, making the entire graft about eight and one-half inches 
long. This style of graft we use mostly in our own plantings. 

Per 1000 
5,000 and) Bpssscs sot ee eS eS oe soe ee ee ee $10 00 
1000: to 5000223 =23s2esee essen ase oleae e soe eee eS eee 12 50 
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APPLE AND CRAB WHOLE ROOT GRAFTS ON NO 1 STRAIGHT OR 
BRANCHED SEEDLINGS 


This style of graft is made by using about six inches of scion and the entire 
seedling making union at the collar and wrapping with waxed thread which holds it 
firmly until calloused. Many nurserymen prefer to plant this kind of graft, claim- 


ing that they get a larger growth owing to the well formed root system. 


Per 1000 

SEAS WRECR ELC CT to eee et pe es, Bel See A os oe See Se $15 00 
eet Oa TACEaME TUG UNC) eee arene ie eae ne Pa be She Ee 8 ees 17 00 
STALL) hg: BURT Se SI SO aN eset ee ml ee 20 00 

PEAR GRAFTS 

= Per 1000 

iPicge oot on No. 4 Japan Pear Seedlings. —*——=-.-~--_=42= 22-2 2. L eon ce $25 00 
Whole Root on No. 1 French branched or Japan Straight Pear Seedlings____-_ 30 00 


ALL GRAFTS ARE BOXED FREE 


VARIETIES OF APPLE, CRAB AND PEAR GRAFTS 


APPLE 

Summer 
Benoni Early Harvest Red June 
Chenango Strawberry Liveland Raspberry Sweet June 
Duchess of Oldenburg Red Astrachan Tetofsky 

Autumn 
Autumn Strawberry Okabena Ramsdell Sweet 
Fameuse Peerless Utter Red 
Haas Peter Wealthy 
Maiden Blush Rambo 

Winter 
Anisim King David Salome 
Arkansas Beauty Lawver Scott Winter 
Baldwin L. R. Romanite Senator 
Banana Malinda Smith Cider 
Ben Davis McIntosh Spitzenberg 
Black Ben Davis Minkler Stayman Winesap 
Champion Mo. Pippin Walbridge 
Delicious M. B. Twig Wagener 
Dudley N. W. Greening Willow Twig 
Gano Opalescent Winesap 
Grimes Golden Patten Greening W. S. Paradise 
Huntsman Pewaukee W. W. Pearmain 
Ingram Roman Stem Yellow Bellflower 
Iowa Blush Rome Beauty Yellow Newtown 
Janet Roxbury Russett Pippin 
Jonathan R. I. Greening York Imperial 
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VARIETIES OF APPLE, CRAB AND PEAR GRAFTS—Continued 


CRAB 
Florence Martha Whitney 
Hyslop Red Siberian Yellow Siberian 
PEAR 
Bartlett Duch. D Angouleme Koonce 
B. D. Anjou Easter Beurre Lawrence 
Beurre Bose Flemish Beauty Seckel 
Clairgeau Garber Sheldon 
Clapp Favorite Howell Winter Nellis 


Comice Kieffer 


FOREST TREE SEEDLINGS 
Per 100 Per 1000 


ANID XS), IU HO) AE NO Neo $ 1 00 $ 9 00 
Z000RASH S12. toils timnehess=sasa cassette alo eee alieen ane Raerel 70 6 00 
HOO Cemmepine, Davo 8 seep 12:00 | eee 
AY) Cemmreney NG io) 24) mo 8.00). 
CHU Ceneeysehars, a2) tio) iS wees o 5.00 _) =e 
210 02 CaracanasG esto! 2 iNOW es ase ae iere ne mer eee eae 38 25 30 00 
15000.Catalpay2hto):3 vie ete resem wk ete ele et eee 1 40 12 00 
S0000\Catalpayel Se tore sin cli es te re ase nen ile eee 1 00 8 00 
DOOD Carrion, 12} wo aS see e 55 4 50 
SAO Ceitealoey, Gia) WA sini hess 35 2) ON 
PAX) (CKopunormy KOC A) anay BY Sie 60 5 00 
2000) Filmy 2 tox8: fee tie Sas ey Mat ues REE Saree et 1 70 16 00 
FSPAN eibeay IIA) tue) IS Teles so 70 6 00 
LOOT ILOCSt, Bikey). yo) WD shales 35 2 50 
SO00MBocUSt wHoneyzy2h tor sifec teas ae aan ani eee ana 70 15 00 
PANU) Ib Cxowisit,, IBloreen;, dU te) 4 TO = 1 40 12 00 
TOOD oyeSe Islan eK ID tio US Tae 90 8 00 
WOW): Towers, Vekoreen, O 1a) ID Thayne 60 5 00 
1000 Locust, Honey, Thornless, 12 to 18 inches________________ 1 00 9 00 
AVOOMMApless Soft s2EGOsS aie etme acta tact ne ep ee RS 1 70 15 00 
SOOO! Wiewotsy, Sionites ey si) BEL santos 20 10 00 
UPA, Wiley ale Sontins (a tks) 1% Tae 40 3 00 
SOOMO liners RUS Sieur ORS ELC aes ee eee aD 25 00 
ZHOOsOlives RUSSianioel2 cowl Seine hes eee eee ee ea a 1 70 15 00 
Sk) Oui INES eI, | WoO UY ipa 90 8 00 
Sl00} Osage sOnrane GNoy 1 seat cere es eae Cen aE 60 5 00 
OW) \Wwetbowety Wiles, 8) the Ch ate 350 Ee 
SbOMWralnutes lackastOntopllsi nc ics sees eae ee 1 70 15 00 
SiS OmWallowy mG old enka mt one et ee tee eeee ie ae cee a 2 70 25 00 
AAV! NYMiltongy (Coro ein. ea) Bain 2e20 20 00 
D00N Willow, Golden 118) ton2dtiimchesi as senses =e ase 1 60 14 00 
Lb OM Wallowae laurel heaved sncitor-uatic ct ees ns manana Enns 270° ae >» 


—EE~ 


es ee 
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DECIDUOUS ORNAMENTAL TREES 


Per 10 

Pipa sieoto cord: eineh- Caliperio.- 226 ose $35 00 
AQP SDosGues LO ve yo. inch calipera. =. 255i) 52-22 Sa eo Jae W. 27 50 
BURNGD Gate: Tyan Ine Caliper: 222 628 ae ot ee 22 50 
GOmAS Hee mELOMS So INCh, Cali pen 2s oo Ses oS = eee 17 50 
BU mASH el Gator cimen calipers. ta ee 12 50 
MaveAsi ed oa Utorleeinch.. calipen.2 282 Se 8 00 
Pe See oe tOme OMheCGlr=a. 1. eke are a a Se ee 5 50 
PAO ASA Uy (ite SS iG a A ee See ae ee ee 4 00 
MUM EO MEONOLLeCl as sae a eRe ee Se 2 25 
80 Birch, European, White, 8 to 10 feet__________________.. 12 50 
aoetirch, suropean White, 6 to8) feet.2- 22 =) 2-2-2 a= 10 00 
450 Birch, European White, 5 to 6 feet___________-___-__-__- 7 50 
Znonbireh, Haropean) White, 4 to 6 feetse.2--==--—-=2--=-==2-2 6 00 
Hor box Hider 24> to's... inch caliper=2_. = 2-5 22-5 4-<-s 17 50 
Live boxbidersea. —tor2t6 ‘inchrcaliper—>_& — 4) Ss. oe oe 15 00 
PROM Cer Metso nbOrer teehee a= = ae St eae eh 3 70 
ip=Buinemut, 4:t0/446 inch caliper=~.-_ +222. 2<-------5.-= 60 00 
ROME LLerniL, 50) 1074. men ealiper--— = Sa ee ee 40 00 
LOEB HULeENUt, G2 b0, 5-72) 1nehy caliper)- = <2 = = 5s 30 00 
DUPBUtlernuGs 46. tO .e», s lnGh calipers 2-525. 2 2s go ee ck 22 50 
foe, buivernut, 2. to-254- inch'calipers 2. =... = 222 su 222s 17 50 
BUMBOGLernntnndsoeb0 2 inca Caliper. 222-22 22o- Lee 12 50 
SPM EEELER ET Ge Di UO ser Leche ten ee ee Ee 5 50 
110 Catalpa Bungeii, 2 year heads, 8 fect stems_____-________-_ 15 00 
175 Catalpa Bungeii, 2 year heads, 7 feet stems______________ 13 50 
355 Catalpa Bungeii, 2 year heads, 3 feet stems______________ 5 00 
45 Catalpa Bungeii, 1 year heads, 8 feet stems______________ 13 00 
75 Catalpa Bungeii, 1 year heads, 7 feet stems._____________ 11 00 
100 Catalpa Bungeii, 1 year heads, 4 feet stems______________ 5 00 
300 Catalpa Bungeii, 1 year heads, 3 feet stems______________ 4 00 
PHBOARIDA Voi tO lO TOeGeNWEIDS. = e222 ho Se 1 70 
PBA Cabal A) COLD yLeeL WWMIpS. 2} ey oe PhO a 1 20 
GuleGatelpars tA Tech WiIpS -= ei ne st fo Pe Sn 60 
6 Chestnut American Sweet, 6 to 8 feet___.._.____________ 10 00 
HAY UGLUOLWOCte OivOul Okechacem sole a ee Ee hee 2 50 
He Couuonwoobstoste wo eet £2 oo eT eee L715 
LOR OCHONSVOOd.. 5) L046, LeCb a a a ee a ss 
CUmSobLonWOGds 4 tLOL prteebs p= n2- eee et 80 
500 Grab, Bechtels, Double Flowering, 2 to 3 feet____________ 6 00 
120 Crab, Bechtel’s Double Flowering, 18 to 24 inches________ 3 50 
85 Elm, American White, 5 to 5% inch caliper____________ 100 00 
70 Elm, American White, 4% to 5 inch caliper____________ 80 00 
140 Elm, American White, 4 to 4% inch caliper____________ 70 00 
150 Elm, American White, 3% to 4 _ inch caliper____________ 50 00 
130 Elm, American White, 3 to 3% inch caliper____________ 40 00 
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DECIDUOUS ORNAMENTAL TREES—Continued 


Per 10 
Elm, American White, 2% to 3 inch caliper______________ $30 00 
Elm, American White, 2 to 2% inch caliper____________ 20 00 
Hackberrya4 t2eto pm sInenicalipenas === == = ae 90 00 
ackberrys Ae aetor4oean chivcalip creases ys eee ee ‘70 00 
IBlevalldoyerenenys SHG tH) Zh shan Calljoysye = 50 00 
Hackbertyauo i= stOnon sein chy Calli C1, metess= mane er eam eee 35 00 
Hackbernynn2iy2nto) oie shee lity © ea eee ee 25 00 
REVS overt AS oy PAD shatoln (Caibhoerer Se 20 00 
Hackberny,e8torl0 feet <2 se ee eee 10 00 
IBEVO doyssmaie da ioyneyak sana eeney Go Ne ee A ee 7 50 
Haclkberrygib stor Ok Cees ee eae ae es ee ee eee ee 5 00 
ACK berry WAN GO 5G Le CG te aie ae ane eee ee a! 3 50 
ind ens rAmMeri canes OnbOyers elie C tes eae ge ea eee 8 00 
Ihinden;sAmi eri cans 55 tOr s Gite e sas eee epee 6 50 
sind ens sAIMe rican A sUG eat yee Cee eee 5 00 
Ihocust, Black-2 watoro yo) sinc ny Galligy e1-eesss ane nape 10 00 
Thocust= Blacks le stou2em ainehisGa)liqo crys et ae ene are eeenapan 5 00 
IDOYOUG I LIEV, fe} aKa) 30) saves 3 50 
IDX HIE, 1 SEK Qwoy pts) Wee 2 50 
THO CUS ta a Ck ties Dy te efits meet weitere ina epee sees 1 00 
WocustEloneyenSacopil On Le ch ee meee a ns See 6 50 
ICOM; a ON AKENZ, (Woy wits} wees ee 4 50 
Wocust; -Hioney.ibato) Gteet2. asa eeks re eee ee ae 3 00 
IGOYSbISE A Slon neni, Ab Aioys byarean eS 2 00 
Locust Honey, Thoruless 2. to 2% inch caliper__________ 12 50 
Locust, Honey, Thornless 1% to 2 inch caliper_________ 8 00 
ocust,-Hioney, Dhornless: bstop 6stect== = =e ae ae eee 3 00 
Locust; Honey,-Chornless, 4 too feet=222 = oe eee 2 00 
Maple, Norway, 5% to 6 inch caliper________-___________ 130 00 
Maple, Norway, 4% to 5 imch caliper______________-___ 90 00 
Maple, Norway, 4 to 4% inch caliper____-_____________ 75 00 
Maple, Norway, 34% to 4 inch caliper__________________ 52 50 
Mapie, Norway, 3 to 3% inch caliper_________________ 40 00 
Maple, Soft or Silver Leaved,5 to 5% inch caliper______ 65 00 
Maple, Soft or Silver Leaved, 4% to 5 inch caliper______ 50 00 
Maple, Soft or Silver Leaved, 4 to 4% inch caliper_____ 40 00 
Maple, Soft or Silver Leaved,3% to 4 inch caliper______ 30 00 
Maple, Soft or Silver Leaved, 3 to 3% inch caliper______ 27 50 
Maple, Soft or Silver Leaved, 244 to 3. inch caliper______ 22 50 
Maple, Soft or Silver Leaved, 5 to 6 feet________________ 2 70 
Maple, Sugar or Hard, 38 to 8% inch caliper____________ 40 00 
Maple, Sugar or Hard, 2% to 3__inch caliper____________ 30 00 
Maples Sucanom Eland seetonl Onhee tes a= ener seme 13 50 
Mapleysucar oniiland a ctomra ee te ames eee eae amen 4 50 


Per 100 


Hip jt ee ee 


Per 10 
6 Maple, Weir’s Cut Leaved, 21% to 3 inch caliper_______-_ $25 00 
40 Maple, Weir’s Cut Leaved, 2 to 2% inch caliper__________ 16 00 
10 Maple, Weir’s Cut Leaved, 1% to 2 inch caliper___-__--_ 12 50 
10 Mountain Ash, European, 3 to 3% inch caliper__________-_ 30 00 
85 Mountain Ash, European, 8 to 10 feet____________--_---- 15 00 
10 Mountain Ash, European, 6 to 8 feet_______-__-_------ 10 00 
OPO Aart (OCLOUe ecb. es (Se ns ek a oe SS 12 50 
Bm itoat Wintete ty, COL OnE GC bis 32 oo en A eS a eee 10 00 
Pe OrCwEmtrT= AOL) TeCb. == et ee ee hee ee 8 00 
WS ERSTE CER ey WE opin ston i213) ree able ee eR SORRY hae SRS eee 8 00 
qos hed A260t0.5-+ Inch: caliper. a= === See 75 00 
250@ak) Red to'436-Inch caliper-c__ 2255-84 e eke 60 00 
AUNGanChn stot  -inelt caliper! = 222225! 2-2 see eS 2 2 50 00 
BDBOAR RCA Se taLOrors inch Callpers* 2 os Saas Se Soe 40 00 
ZO. Oak hedowus 20%... meh calipers oo = Se eS 30 00 
JO2Oak; Red, 2 to 234-inch caliper. 2-2-2 = 32 2 -- 25 00 
Gor Olige.sussiath,b- tO. Leche s4-- = ee ee 5 50 
Bois Oniverinastan.t LOO) LeGbsa. aS oe SS? '4 50 
Bee ONVe aiselan 4ot0> 5 feet 28 eo ee ee 3 50 
AAO MOUVE *GUSSIAT To! LOLA heGtr seo oe ee oe a ee ne 25 
DOr meenlisyscedline’s: 8) to.4 fects 2 ee 5 00 
Seo recans, meedunes, 2 to0.8 feet_ 22.2 SS 4 00 
BohersiimMon.G LO o:1e@eb= =e ee Se es ot Be ee 7 50 
Re mensimiso wre LOO LCel a. oe as ee SS eS tS 6 00 
HOUEHersimgmon, 4 CO py leet. oc 5 tak eS Se 5 00 
30 Poplar, Balm of Gilead, 114 to 1% inch caliper__________ 4 50 
TAD SEOplare Maun ot Gileade.s) to: 10teet se a ls 3 70 
146-Poplar; Balm: of Gilead, 6 to. 8<feet_2__- =——_--s 2 = = 2 25 
250. Poplar, Balm of Gilead, 5 to 6 feet___._-=-____.-....__._. 1 70 
150) Poplar; Balm-of Gilead; 4-to b feet=2 2-22 ee ee 425 
100 Poplar, Bolleana, 1% to 1% inch caliper________________ 12 50 
oe Loplar anndianvo. tol lOwheet a. ce a eS 3 00 
OME Opiate Canadian, Or LOnIS Leche 5 fo er ee 170 
Bz0,EOplar Canadians > tomo teeka 2) a a. ee 1 20 
20: Poplar, Carolina, 4 to 4% inch caliper________________ 25 00 
35 Poplar, Carolina, 3% to 4 inch caliper________________ 20 00 
50 Poplar, Carolina, 3. to 3% inch ecaliper________________ 16 50 
25 Poplar, Carolina, 2% to 3 inch caliper_________________ 13 50 
50 Poplar, Carolina, 2 to 212 inch caliper________-___._____ 12 50 
180 Poplar, Carolina, 1% to 2. inch caliper____.___.__._______ 6 50 
1500 Poplar, Carolina, 114 to 1% inch ealiper____.___._______-_- 3 50 
sud0 Poplar arolina, 8 10.10 feet=.- 2-2-3 lk 2 50 
Spumeomar Carolina: 6: to 8. feet. 22_% 2 8 1 70 
imuebeniatwearolna 6 £0. 6 fectss. 2) ses) es 22 lee ce 1 00 
ZNO SPoplareCarolina, Ato 5 feet oa 23 262 3 ee te 70 
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Per 100 


3 ae 
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DECIDUOUS ORNAMENTAL TREES—Continued 

Per 10 

14 Poplar, Norway,3 to 34% inch caliper________._________ $16 50 
1OBRoplars Norway. alone 2eninechscalip era === a= eee 10 00 
50 Poplar, Norway, 1% to 1% inch caliper_________________ 3 50 
KOO: 1eXoyailera, INOW, Si Ano) WO ateeype 2 20 
PANO) Jeo lene INGney, Oo ae eo 
Bi) eile, INGER Zhy, 6) 1) (6G seein 2 1 00 
PX) Doyles HSrlhyere IVER NEL, (awe) fe} Gee 4 00 
Sd aRoplars Silver dueavied, (5)bO le GEC Ct eae mene een 3 00 
50s Poplar Volevas2-tomlts neh calipers ese nenes 7 00 
2beRedsBud or Judas ares (6) GOnG he Cyaan 9 00 
25 -RedeBudvor Judas LreesoabolG teeta === anes 7 50 
14 Sycamore, American, 41%4 to 5 inch caliper_____________ 75 00 
385 Sycamore, American, 4 to 4% inch caliper_____________ 50 00 
100 Sycamore, American, 3% to 4 inch caliper_____________ 40 00 
100 Sycamore, American, 3 to 3% inch caliper_____________ 30 00 
5 Sycamore, American, 2% to 8 inch caliper____________- 25 00 

9 Sycamore, American, 2 to 2% inch caliper_____________ 20 00 

5 Sycamore, American, 142 to 2 inch caliper___-________ 15 00 
60s Sycamore sAmenrican orto: mc) Lec se a eeanee eee 8 50 
160 Sycamore, American, 5 to 6 feet--—~-_-=-=-- 2S = ee 5 50 
60: Sycamore; American, A:tom> fects saa a ee ee 3 50 
50 Sycamore, American, 3) to 4 feetio-— = 22 2= ss See cfr te 1 50 
4o thorn, PaulssiscanletasstOy Cette ae ne eee eee me 9 00 
MoM DN gyonae MYowlier eS hoNtd) sKsletee es 7 50 
5OeRhornsawWihiteseitor4 feet. eck = as ee ee ae 5 00 
5OeChorn; “Whitey 2 stOroukeebsen cece sae oe ee ee a 3 50 
IL \aYsey hau grs ABIL Vel es oe toy Pa) uoVelad ei hhorsscus =k 10 00 
40) Walnut Black, 142-to: 2) inch calipers.2=2 === == ee 7 50 
GOz Walnut; Black iGrtorspieets == ae ee a ee 5 50 
I AW Ellbaubue sie le, Cina) Dyadeue= —- a 38 50 
SO pWralniwt Black: tc scoy As Pie eta ee eee a ee 2 00 
100° Walnut; Japan;.6 to: 8 feet] 2222S ee ee eee 7 50 
S45 Wallow,- Golden GibO 18! be CG ee eee ee 2 70 
1290 Wallows(Golden;;5ato:6 feetas = eas aoe ene nee 1 70 
1190: -Wallow,; Golden,:4\torb feet 2-22 = =e ee 1 00 
BOM Willows Goldensi3) Gow ie Cb arrestee emcee ete 4 00 
160 Willow, Laurel Leaved, 5 to 6 feet___--__-_____________- 1 40 
750 Willow, Laurel Leaved, 4 to 5 feet______________________ 1 00 
800 Willow Laurel Leaved, 3 to 4 feet_____________________- 45 


Per 100 
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WEEPING TREES 
Per 10 Per 100 


Mnminin: Guurleat, 6'tO 8: teébsena os. 2o2e gcc SS So $30 00 \ ee 
betirchneutheat..3 tO) 4 tee etn aos see ee see ee es 5 OOK cee 

5 Mouutain Ash, Weeping, 1 year heads_____-__--_-------- ee OO ais We te 
bos Wwillow,sbabylonica, 6 to. 1eet. 22 ee ee 718% (1) hai, Sea ee 
SOnVWilow, Babylonica, > to 6\ feeti2-u. 22-8 oe ee 3 00 25 00 
Emo illow, babylonica, 4 tod féets=— 2. 2225 sue ees 1 70 15 00 


ORNAMENTAL SHRUBS 
Per 10 Per 100 


Wee Aimond, Pink, 3 to:4 feeti2 22-2 2 3-2 Rg eae $ 5 50 $ 50 00 
BopmAlmond.-Winlte,5,to 4 feet. £2 22.5 8 ee ee 5) $540) 50 00 
iter Mond VWiitte,ca to's Leet eso. oa Se Eee ee 4 50 40 00 
EpeMimond- Whites 1S.to 24;inches. = 222-4 ===" ee Se 3 50 30 00 
Altheas, Tree, Assorted Varieties, 5 to 6 feet____._____-__-___--- 5 00 45 00 
Altheas, Tree, Assorted Varieties, 4 to 5 feet________--_------- A OOG Pr stat ees 
Altheas, Tree, Assorted Varieties, 3 to 4 feet______________---- S250) ree 
Altheas, Tree, Assorted Varieties, 2 to 3 feet_________--_-_-__- ZOO oy oa ta ee 
Altheas, Bush, Assorted Varieties, 3 to 4 feet___-_-_____---__--_ 2 70 25 00 
Altheas, Bush, Assorted Varieties, 2 to 3 feet__________________ 220 20 00 
Altheas, Bush, Assorted Varieties, 18 to 24 inches________-_ pee TO 15 00 
Altheas, Bush, Assorted Varieties, 12 to 18 inches_______-______ 1 20 10 00 
-——Tree Form—— Bush Form 
_ Altheas 5/6 4/5 3/4 3/4 2/8 18/24 12/18 
- Amplissima, lilac pink_--_-_--_. San 50 60 45 230 70 90 
Anemeneflorus, red ~-------.--- ee 15 25 sas 80 70 500 
Ardens, lavender_._....-------- aS Soh eos Sis A a eee ah et 
‘ Boulie Hehiensreds 22 <5" ko 2 oss ee ht 70 ea 2s 000) 00 te =500 
Cointe de Haimont, pink_______-_ pe i oe RS 400 20 SO 
macness de brapant, dark red.2_ ~ <2.) 2225. 22s 200 200 30 #500 
Jeanne de Arc, white_.__._____- pe 56 =100 Bs ts IAD ee Le 
. Lady Stauley, rosy white_______- 30 100 15 420 330 100 40 
Breuer, bricht.red_-.---_.-----: Rha toeces Seo aa, Spee te ears AY or AO) 
. Paeoniflorus, rosy purple______-_ ete 30 140 pen ie rey, SoS ee Se 
_ Pompon Rouge, Red_____------- Bowen de Beihig Se) 100 75 200 100 
Purpurea semi-plena, purple_-__ _ ___ 30 10 eer S i tyess ao GOO 50 
_ Souv. Chas. Briton purple______- aah: Lazo ae 900) {250 = 2005s. 2 = 
metotus Albus, white.--......--_- eee 30 60 400 700 300 380 
Variegated Flower —.--.-.--_--- 150 30 Fs Cea See ryt ia 
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80 
60 
65 
65 
225 
90 
45 
40 
10 
680 
12600 
2920 
2000 
4000 
230 
275 
500 
200 
190 
3000 
525 
35 
110 


2000 


ORNAMENTAL SHRUBS—Continued 


Awmorphas-mruticosa, 5 to 6) tect. ee ee ; 
Amorp har eWriiteoSas iA ai) Gee ieee ae eee 
Araliayseentaphiy lias bO mAs sl Ce tess eae eee ee 
AraliasPentaphyllas2 tor teeta eee ees 
Aralia Pentaphylla, 18 to 24 ineches____________________ 
Anadiageentaphiyllase 2etoyels ann CS eae ee eee 
AMALIA SPINOSAy,. 2b Owe CCU mee tear eee es ee 
AT ONT aN A Ora GO em CC baa ee ee 
AMconatey AN Tea As} (Ko) 2S sine lo Se 
Barberry, Thunberg’s 2 year, 2% to3 feet-___________ 
Barberry, Thunberg’s 3 year, 2 to 2% feet____________ 
Barberry, Thunberg’s 3 year, 18 to 24 inches____________ 
Barberry, Thunberg’s, 3 year, 12 to 15 inches___________ 
Barberry, Thunberg’s 2 year, 18 to 24 inches___________ 
Buckthorn Cathanticusscitooweeu== === = = ee 
Buckthorn Catharticus, 18 to 24 inches_________________ 
Buckthorn Catharticus, 12 to 18 inches_________________ 
Buckthorn shrancul aso spOraenee teste ase e er aeee 
BuckthormHrancula-s2etonostee har seems eeeane nee 
Butterfly Bush, No. 1 strong plants___________________ 


Butterfly Bush, No. 1 medium plants 


Button Bush, 2 to 3 feet 


Caragana Arborescens, =l'2) bor leimn Chess seers 
@lethr-a sAInI Lolita seb O) 2471 cha CS eee ere 
Clethna,-Admutoliass 2 atoms Ces mere ene eee ane ee 
WormnuU SEAGER MITON ys cee Ce yee eae eae ee eS 
Cornus, Amomum Sericea, 3 to 4 feet_--_--_-________-= 
Cornus, Amomum Sericea, 2 to 3 feet___________________ 
Cornus, Amomum, Sericea, 18 to 24 inches_____________ 
Cornus, Elegantissima Variegated, 3 to 4 feet___________ 
Cornus, Elegantissima Variegated, 2 to 3 feet___________ 
Cornus ehlonid a v4 sto bute ete eee eee eer ene noe 
Cornus blonriday onto, 4 tech = ae ee ee ee 
Cornus; Paniculata, 8 toy24 inches mee ese eee ee 
Cornus, Saneuines, (3) to 4 teeta sae ae eee 
Cornus; Sanguinea. 2ntOo) Lee b= a= == ee eee 
Cornus; Sane vines; el 8 to24 inches ee ee 
Cornus Siberica oboe eee tte eee ee eee 


Butcon mB ushers nt of Ast ee ty eae ere ecg 
Buttons Busha Sabo 4 Che see eee ateece ioe oe eae 
Calycanthusis!8 to) 240nchesse ss oe ee ee 
(OeMKeeaens ore UP royals} atv cvesice eZee ye 
Caragana Arborescens, 13 to 24 inches_________________ 


Per 10 


Per 100 
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ORNAMENTAL SHRUBS—Continued 
Per 10 Per 100 


SEBEOOMNS- ppiperica»a to eo Leebo a o28 22. SaaS Se ® 1.70 $ 15 00 
7H uCormus, Siperica, 18\'to 24 inchess = 232 2-22 35e- 5-5 ae 120 10 00 
Sun Gorls wm paethi, 2;tors, teete oo sa SUpU err ieee a 
aeeteornis. stolonitera, 4 £0. 5\feets_s=_.. 222 52-52 fasts 2 70 25 00 
6spsCornus,stolonitera, 3: to'4 feet_----.- ==. ~ 22S S 2 20 20 00 
Mimooriis sovoloniterd, 2-to-o 1eet.— =~ 2 2 ee ke see 1 70 15 00 

380 Cornus, Stolonifera Lutea, 3 to 4 feet__--_____----___-___- 3 20 380 00 
ide Cornus: stolonifera.Lutea, 2 to:3 feet_=_.—--- ===. = === 2 40 22 00 
150 Cornus, Stolonifera Lutea, 18 to 24 inches_______________ 2 00 18 00 
200 Cotoneaster, Acutifolia, 3 to 4 feet.___-_._-»------~-=_~-- 3 50 30 00 
150 ‘Cotoneaster Acutifolia, 2 to 3 feet_.__________-______-____ 2 70 25 00 

50 Cotoneaster, Acutifolia, 18 to 24 inches______________--_- 2 20 20 00 

fae Granberry, Himhbush, 2. to io teéts-- = Se 3 70 385 00 
Minenanperry, Hichbush, 12 toi18 inches = == Seas 1 70 15 00 
180 Currants, Yellow Flowering, 3 to 4 feet_________________ 3 20 30 00 
apeDesmodium: Pendulifiorum=.2 5-3 3 Se ee sn SPOON Soa. pee ee 
mulebeutzia, Candidissima, 3.'to 4 feet 22-222 Le oe 2 20 20 00 
Bewbenutaa candidissima, 2 tors Leet. 25 eS eS 70 15 00 

100 Deutzia, Candidissima, 12 to 18 inches_________________-_ 90 8 00 
PemmeCUEZiapOrenata, a t0 4 feeb ec 3S 2 20 20 00 
Paonia. Orenaia, 2°t0° o Leetso 55 2 sao 170 15 00 
pe Meurzia Grenata, 18 to 24 inches.) 2-2-2 2-2 Ss 1 20 10 00 
150 Deutzia, Crenata Rosea, 2 to 3 feet______________________ 1740) 15 00 
140 Deutzia, Crenata Rosea, 18 to 24 inches_________________ 1 20 10 00 
m2200-Deutzia, Gracilis, 12° to 15 inches__--_~__--___-+--_=-.~. 2 70 25 00 
1000 Deutzia, Lemoinei, 2 to 24% feet__.__._________-__________ 4 20 40 00 
foie Deutzia, Lemoinei, 18 to 24 inches.__--_--_-___-=- 4 3 20 30 00 
~ 100 Deutzia, Lemoinei, 15 to 18 inches____----_-----------_- 2 20 20 00 
3 240 Deutzia, Lemoinei, 12 to 15 inches__________-________-__ 1 70 15 00 
| 150 Deutzia, Pride of Rochester, 3 to 4 feet__._...-____------ 220 20 00 
1000 Deutzia, Pride of Rochester, 2 to 3 feet___.___________---- 1 70 15 00 
550 Deutzia, Pride of Rochester, 18 to 24 inches______________ 1 20 10 00 
PamPuder .ngernican. 4:to op feetaso oo 2 oe 3 70 35 00 
femPider Americano to 4 feet oS 2 2 70 25 00 
Paeenider. America, 210 6 tees. 2 one a cee oe ek 2 20 20 00 
fader, American, 18ito 24 inches 2--- = 22a. 1-70 15 00 

: meetider am: Leaved, 4°t0 ) feetoo 2 = aes eee 3 20 30 00 
mead, Bilder, Cut Leayed, 3to 4 feets 2-2-2. -.2-s-5.2L 5 2 50 22 00 
meen nider Out Leaved, 2 to 3 feet_ =~ == ee 2 00 18 00 
e270 Elder, Cat Leaved, 18 to 24 mches__=_--___.=___________ 1 60 14 00 
' 00 Elder, Golden Leaved, 3 to 4 feet_____________-_-________ 3 70 35 00 
425 Elder, Golden Leaved, 2 to 3 feet_____._.__.______----_--- 2 70 25 00 


390 Elder, Golden Leaved, 18 to 24 inches__________________- 2 20 20 00 


Te ee 
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1000 
200 


BULLETIN NO. 6, APRIL 13, 1925 


ORNAMENTAL SHRUBS—Continued 


Euonymus, Europaeus, 2 to 3 feet 


Forsythia, Intermedia, 18 to 24 inches 


Forsythia, Viridissima, 18 to 24 inches 


Fringe, White, 2 to 3 feet 
Honeysuckle, Bella Albida, 3 to 4 feet 
Honeysuckle, Bella Albida, 2 to 3 feet 
Honeysuckle, Bella Rosea, 3 to 4 feet 
Honeysuckle, Bella Rosea, 2 to 3 feet 
Honeysuckle, Bella Rosea, 18 to 24 inches 
Honeysuckle, Fragrantissima, 2 to 3 feet 
Honeysuckle, Fragrantissima, 18 to 24 inches 
Honeysuckle, Fragrantissima, 12 to 18 inches 
Honeysuckle, Ledebouri, 18 to 24 inches 
Honeysuckle, Ledebouri, 12 to 18 inches 
Honeysuckle, Morrewi, Prostrate, 4 to 5 feet 
Honeysuckle, Morrewi, Prostrate, 3 to 4 feet 


Honeysuckle, Tartarian Mixed, 3 to 4. feet-_____________ 
Honeysuckle, Tartarian, Mixed, 2 to 3 feet_____________ 


Honeysuckle, Tartarian Pink, 4 to 5 feet 
Honeysuckle, Tartarian White, 4 to 5 feet 
Honeysuckle Tartarian White, 2 to 8 feet 


Honeysuckle, Tartarian White, 18 to 24 inches__________ 
Hydrangeas Airbonescens; 3) teet= sos se sea oe eee 
Hydrangea, Arborescens, 2 to 3 feet_-__-_______________ 
Hydrangea, Arborescens, 18 to 24 inches_______________ 


Hydrangea, P. G., 3 feet 


HorsythiawHortunelsrs) FOr te eyo see ere mane eer 


Morsythias Vandissimearc cn cOmare Chae sme ane eee 


Fringes White, 3" to-4fects: so ee oe eee 


Hydrangea; P“G.,(2'to. 3 feet. = 2 se ee ee ee ees 
Hydrangea. PaiGe at sstona nC eS se eae ee 
Hydrangcea,-b.) Gs, dar tom ceinCh es == =e eee EPPS 
Hydrangea, Tree Form, 18 to 24 inches__-_-__-__-_____ 


Per i0 
Dike eyes Texel Bieyrenevol, AL Wo. by ita ais eee ; 
Hider RedsBerrieds a icO14et Ce tases eee mee mene eee een 
HiderwkReduberrieds ito. teeta 
Hilder wRedyBerried 18) tos24 inch se see 
ID DKoyanimoanbnst, ANEMIA Toy Gs Neh 
Huonymus vAmMericanus-'3) vor fee hase a ee 
Euonymus, Americanus, 18 to 24 inches_________________ 
Euonymus, Bunseanus, 3 to fects ==) a 
Huon y MAUS. HUrOPAeUS costo fee bas ne eae ee 


1 70 


cs H 
A awosa 
(SINS a=) 


Per 100 


me 

Oo 

Ss 
‘iy 
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ORNAMENTAL SHRUBS—Continued 
Per 10 Per 100 
SuMivpericum, Alureum, 2 to: 2% feet... 2.22 sees. $ 2 50 Seas 
10 Hypericum, Aureum, 18 to 24 inches_____--------------- ZOOM oo ase 
420 Lilacs, Named Varieties, T'ree and Bush, 3 to 4 feet___-_-_ 6:50 ee ese es 
580 Lilacs, Named Varieties, Tree and Bush, 2 to 3 feet_____- Fe OOM, ates ees 
785 Lilacs, Named Varieties, Bush, 18 to 24 inches_---------- SALUT ie GOES Se 
—Tree Form—— Db USh HOLM meant 
3/4 2/3 3/4 2/3 18/24 
Puironse la Valle, D. bluec2 0228S ees 40 15 30 
Belle de Nancy D. rose, white shaded____ 38 3 ay oe 
puss ayit. O. dieht blue- 22 22 ee. Ste yee Fe 24 
PS OlyeeE). Purple =a2 2 es 10 19 20 8 
ecw R eS purplish reds aoe = OSE sees 120, 2225—- 200 
Ree aiWiner rede. ete NEA Se Pes 17 eae 45 5 
Mravasters..D. clear lilac =... =.= 4 6 ies *- 35 
Sacaues:Calot..0. rosy pink.- 2 sous) eS foe 10 65 
iaOncle Tom; |S. dark purple__--=----_= == 10 eee te 30 
Merremvischaclis th lac. 9 bel te a Lex 10 40 
Meme miouGrave..s. whites... =) 255 /o-. 9-22 ane Atay 50 
Michael Buchner D. pale lilac, dwarf____ ___ ___ eee ee 20 
Mass len Wiumot, D: white....-....-.°.. ..= aL BS aes 20 
Parmem@ wPerer eb. white. 2s.) 2 eee ids naa Pare 30 
Sumeman,S. dark purple.__--__--______ __- 10 ae Le Uae 20 
“LYS UGH ENS ye Deo a 100 =#65 a ag ee 
memes Dslilac= 228 ae 7 7 ee Ae ee 
Euncess Alexandra, S. white-.-=..- =. 2.6 Lo. 52 hee 15 
Rene Jary des Loges, D. blue___________ AO ES ei 25 
Senator Velland, D, bright rose_________ ___ ___ ere 20 130 
+ ERECT G ITS TOYA 20075 (es es yc pe glee a 17 6 
Per 10 Per 100 
fatsigiaes Persian Purple. 3 to4 fects 2 es 4 70 45 00 
maumiilac: Perstan-burple, 2) to 3 feeta.-—- 2-2 ase 3 70 35 00 
400 Lilac, Persian Purple, 18 to 24 inches___-...___._____-____ 2 70 25 00 
30 Lilac, Persian White, 18 to 24 inches____________________ Seb On 8 Sas ee 
Pan te uEnrple- cto) Asteeto es fee oe ee 3 70 35 00 
RUINED UTD Ose tO oo tept yas se ye ot oe 2 70 25 00 
Bemlninee burple bree. 5 tod feeto2-- 2 ee SHO ae Se 
Huprniace iothomarensis, 8 to 4 feeto2 2b. eek 4 70 45 00 
Teme relebich so. to. 4 feets ok See AVOO RM el aes 
Tah LE SGa aI TRYST E208 oS Mik i c( | i na ec a ShO0R. | eee 


10 Pearl Bush, 18 to 24 inches________ GPP eS et ee 2 
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ORNAMENTAL SHRUBS—Continued 


Potentillasshruticosaly2 yo) oil ee eres ee a re 


Potentilla, Fruticosa, 18 to 24 inches 
Prunus, 
, Othello, 2 to 3 feet 
Prunus, 
Prunus, 
Prunus, Pissardi, 18 to 24 inches 
Prunus, Triloba, 4 to 5 feet 
, Triloba, 3 to 4 feet 
Prunus, 
Quince, 
Quince, Japan Scarlet, 12 to 18 inches 
Rose, Acacia, Standard, 4 to d feet 
Rose, Acacia, Standard, 3 to 4 feet 
Rhodotypus, Kerrioides, 3 to 4 feet 
Rhodotypus, Kerrioides, 2 to 3 feet 


Prunus 


Prunus 


Rubus, 


Snowball, Common, 3 to 4 feet 
Snowball, Common, 2 to 3 feet 
Snowball, Common, 18 to 24 inches 
Snowball, Common, 12 to 18 inches 
Snowball, Japan, 2 to 8 feet 
Snowball, Japan, 18 to 24 inches 
Snowball, Japan, 12 to 18 inches 
Snowberry, Red, Indian Currant, 3 to 4 feet 
Snowberry, Red, Indian Currant, 2 to 3 feet 
Snowberry, Red, Indian Currant, 18 to 24 inches 
Snowberry, Red, Indian Currant, 12 to 18 inches 
Snowberry, White, 3 feet 
Snowberry, White, 2 to 3 feet 
Snowberry, White, 18 to 24 inches 
Snowberry, White, 12 to 18 inches 


Spirea 


Othello, 3 to 4 feet 


Pissardi, 3 to 4 feet 
Pissardi, 2 to 3 feet 


Adsebkoy ovis 31S} eo, PEE righ nega e 
Japan Scarlet, 18 to 24 inches 


Odoratusssto 4 shee tea nie eee yee 


ATT CMIS OWT sob OCA eae C Gea ee ae 


SpireavAntehisonisy stove eb ase ee a ee 


Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 
Spirea, 


Anthony: Waterer, 2 to 2% feet2==--—-- = =a 
Anthony Waterer, 18 to 24 inches_-______________ 
Anthony Waterer, 15 to 18 inches__--_--_----=--— 
Anthony Waterer, 12 to 15 inches_______----__-__ 
Areutarentorsye: Leets sae =e ee eee 
Areutay 26 tod feetsss oan ae = ee 
Areutay2 tov2so fentsa) es Se ee a ee 
AreutasetS) tO) 24 INCH Gs see es ee ee ee ee 
Billard ePink= 2) tomestCeCl ssa ee 
Billardi; BinkeslSpior24 sinchess=ae——— == ae ee 


Per 10 


00 
50 
06 
00 
00 
00 
00 
00 
00 
00 
70 
00 
00 
00 
00 
00 
20 
00 
00 
00 
50 
50 


70 


Per 100 


cre ore 
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ORNAMENTAL 


SHRUBS—Continued 


Spirea, Billardi White, 18 to 24 inches_________-_-_---_- 


Spirea, Billardi, White, 12 to 18 i 
Spirea, Bumalda, 2 to 214 feet___ 
Spirea, Bumalda, 12 to 15 inches_ 
Spirea, Callosa Alba, 15 to i8 ine 


MICOS ees ae ea 


LEK Mi Pee ed Seapet 


Spires, Callosa Alba, 12 to 15 inches. .--<--. 22s--c2-.- = 


Spirea, Callosa, Superba, 18 to 24 inches______-_-------- 
Spirea, Callosa Superba, 12 to 18 inches__--____--~_==== 


Spirea, Douglasi, 18 to 24 inches_ 
Spirea, Douyglasi, 12 to 18 inches 
Spirea, Froebeli, 2% to 3 feet_ 
Spirea, Froebeli, 2 to 2% feet_ 
Spirea ,Froebeli, 18 to 24 inches_ 
Spirea, Froebeli, 12 to 18 inches_ 
Spirea, Opulifolia, 4 to 5 feet___ 
Spirea, Opulifolia, 3 to 4 feet___ 
Spirea, Gpulifolia, 2 to 3 feet___ 


mpireanOpolitolia, Aurea, 4:to5 feet __ oe 
Spired, Opulitoliay Aurea, 8:to: 4 feetl- ol 2==__2 2. 
Spirea Opulifolia, Aurea, 18 to 24 inches________-_-__--- 


Spirea, Prunifolia, 3 to 4 feet___ 
Spirea, Prunifolia, 2 to 3 feet___ 


pormedsErunitolia, 18 to 24 inches. 202 22 Lee 


Spirea, Keevesiana, 2 to 3 feet___ 
Spirea, Reevesiana, 18 to 24 inche 
Spirea Salicifolia, 2 to 3 feet____ 


ee Se 


MVIECH  SameHOlla,.1S, LOn24 inehes=:—2. oss belts 


Spirea, Salicifolia, 12 to 18 inche 


Pn SS A a 


Soiled nin pere stato) tO. o . feeb). os 
Spires, ft hunbere’ss2 to 236 feetiio 2): -2 "2s 


Spirea, Thunberg’s 18 to 24 inche 
Spirea, Tomentosum, 2 to 3 feet_ 
Spirea, Tomentosum, 18 to 24 inc 
Spirea, Tomentosum, 12 to 18 inc 
Spirea, Van Houttei, 4 to 5 feet_ 
Spirea, Van Houttei, 3 to 4 feet_ 
Spirea, Van Houttei, 2 to 3 feet_ 
Spirea, Van Houttei, 12 to 18 inc 


ee Ee eae ee rae oe oe 
| a atc he ee gr De eee 
[PX Se een 


REN ee 5 OM eae ws) hae, Ss Pe 


Stephenandra Flexuosa, 2 to 3 feet_______-___-_-___----- 


Stephenandra, Flexuosa, 18 to 24 
Sumac, Copallina, 3 to 4 feet____ 
Sumac, Copallina, 2 to 3 feet____ 
Sumac, Copallina, 18 to 24 inches 


riaVclaV ss i Abe a OB te Bt et eeaeaes 


Per 10 


70 
20 
50 


29 


Per 100 


$ 15 


00 
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ORNAMENTAL SHRUBS—Continued 
Per 10 Per 100 


100 Sumac, Smooth, 4 to 5 feet_____ A Wie ee ee See oe $ 3 20 $ 30 00 
ILO Siunoexe, Sirovorousey, Sk io) GY vay 2 20 20 00 
UWA) Sworneve, Simao, % iy Bases 1 70 15 00 
SVAD Shobaneye-, Sheaioroye or; ifs} qe) Yi Thar ava 1 20 10 00 
SOZSUMAC HS MOO tee 2 bO LST Che Seer eee eto 103. 
390 Sumac, Staghorn, Common, 3 to 4 feet__________________ PX PAV) 20 00 
140) Sumac) Stachorn, Common Zatoncsmec yaaa eee 1 70 15 00 
50 Sumac, Staghorn, Common, i8 to 24 inches______________ 1:00) ee 
50 Sumac, Staghorn, Cut-Leaved, 2 to 3 feet_______________- 2 20 20 00 
380 Sumac, Staghorn, Cut-Leaved, 18 to 24 inches____________ 1 70 15 00 
S00RS yang C OFONATIUS ob OMA we Cis eee meee eee 2 20 20 00 
2COR Syrian Sai COLOMALIUS eA DONS H Le Cie meee ee ee 1 70 15 00 
PANO) Sharbayera (Crocker; a) tro) al shane nea 250. ~ > ae 
SbESyrngas Gordoniands3) bon ke Clase tne 2 20 20 00 
Tal Shyaahores). (Comolonvenmbis, 7) wo) @) 1G 5 1 70 15 00 
80> Syringa, Grandiflorus; 3 ito 4) feet=2 ===) 2 20 20 00 
635. Syne a-s Grandifloruss2acOme ete Cte ee ae 1 70 15 00 
GS. Sharhneey, Waroxckoranis, 3) no Zh awe 2 20 20 00 
AAD. Shine nese lee Inavorskopaisy, Binoy G) wee eS ee 1 70 15 00 
LOSS VEIN Sas ln Od OFUS sel Sit Ome Lilia CN CS eee ee ee ee 1520 10 00 
ONO ASwaraiery, Iba anonaens 2.150) i aie 8 20 30 00 
200 Syringa, Lemoinei, 18 to 24 inches_____-_--__---_==-- == 2 70 25 00 
1D OL Synineas Wuemoinels 12 stots an Ces msn ee eee 2 00 18 00 
iby Syyrerhavercy INN ob, IS) oy DAL apes = oo 3 20 30 00 
PAK) Syinsiakerey NewS, NA, ino) Wes ss aes — 2 70 25 00 
AX) Sraanyse) INienapisy, Ono) 1A tees ee 2 20 20 00 
BO. Shaner Nii bis, 83 wo Gh seeps Se 2 40 22 00 
DAMA CA E OT AEE Cee eae ete ae nln = ee me rs ea 2 70 25 00 
Tamarixi3 stordheete == wees oe ley ee ee eee ene 2 20 20 00 
Tamarix,.2) to 3itecte aes = ee eee ee eee ee a 1 70 15 00 
Tamarix USeton24 sin Chess tees ene len sean Sipe ae meena eee 1 20 10 00 
5/6 4/5 BYE PAS} 18/24 

INET CANNES ea Gee eR er eS Lane 160 100 260 130 

SAINTE NS Cres eee A ey ee or 600 280 30 250 

Gallicact i232 eeee oS a ees Se ee pees 80 20 15>) == 
AR), Uehehabs, Inbissooki. Bo. 2h aifeeirs 3 20 30 00 
AN) Mbkbonzymbic, MLSNI 2 sto} GB} ae 2 70 25 00 
125s Mamarixsy Haispidelsyl Sato 24 sit CGS eee eee eee 2 20 20 00 
480) Tamarix, Odessana, 4 to bi feet sas ase se ee ee 3 20 30 00 
S75. Lamarix, Odessana,o to4 teete==sacoeeee nese eee eee 2 40 22 00 
OOM Ramanixe Odessartasezy ibOmo tice bana eee ana mae eee 2 00 18 00 


35) Tamarix) Odessanas 1S) to 240inches === eae 1 60 14 00 
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> ORNAMENTAL SHRUBS—Continued 

; Per 10 ‘Per 100 
: He vwbDurnunm, Dentatum, 2 to. 8 feet_..2.-..- 2 >._2--_- S205 $ 25 00 
160 Viburnum, Dentatum, 18 to 24 hate (lees el Se ee See 2 20 20 00 
: 15 Viburnum, Dentatum, 12 to 18 inches__._--.--.-_~.-.---- 1 40 12 00 
: Memavanurrum, antana, 3 to 4 feet. -< =.=. +. -2--_-- =<. AS SONG aR tae 
a0 Viburnum, Lantana, 2 to 3 feet.__..__..--_------.------- 3 70 35 00 

TpoeVvipurnum, Lantana, 12 to 18 inches...=—.---2--.=-=..-_- eG 15 00 
#100 Viburnumi, Molle, 3 to 4 feet_____-___-----_-_----------- SUE (ei week ae 
10) Viburnum, Molle, 2 to 3 feet___._.....__-__.._.___-_.____- De DSS samen enon 9 
= 410 Viburnum, Tomentosum, 2 to 3 feet__._.____---....----.- SUbQGta. mon eees 
me 30) Weirela Amabilis, 2 to 3 feet_._...___-_._.-...________ Zeb Oeste xo ee ee 
met) Weirela, Candida, 8 to 4 fect_______._____--_---.-__-___ 3 70 35 00 
Bamivcirela: Candida, 2 to 3 feet 222. -- 2225 52+ 2 -=s-_. ROO Nene 
minor: wWeigela, Desboisi, 2 to 3 feet... -_-------~.-2---_. 2 70 25 00 
mia) Weirela, Desboisi, 18 to 24 inches______-_.___.__..._.-.--- 2 00 18 00 
; mmVeirola. Byva Rathke, 3 to 4.feet_--.---. 2 = =. _=---.2 SOO} Ae a ceeeee a 
’ 2500 Weigela, Eva, Rathka, 12 to 18 inches___________________ Si 00in- ack wakes 
4 Bauenei@ela Lendersoni, 2 to 3 feet_.._.-2.- 2-2 -a.- = 2 70 25 00 
: 40 Weigela, Hendersoni, 18 to 24 inches_________________-_- 2 00 18 00 

Pama cicela hosed, o to 4 feet 2. Se 3 20 30 00 
f. Hn yeimela,, bosea, 2 "to! 3s feetoo = 2 ee ee 2075 25 00 
300 Weigela, Rosea, 18 to 24 inches____________-_-_-_..._-_- 2 00 18 00 
meezan Weirela, Rosea, 12 to 18 inches__.._____.__..-._.______. 1 40 12 00 
. 125 Weigela, Variegated, 2 to 214 feet___....__._____._________ oe 30 00 
= 640 Weigela, Variegated, 18 to 24 inches__________-_________ 2 70 25 00 
: CLIMBING VINES 
4 Per 10 Per 100 
4 To a OE ES CODE Ep aE re eee Ee ee $ 3 00 ae eee 
> 500 Ampelopsis, Engelmanni_______________________________ 1 40 12 00 
100 Ampelopsis, Quinquefolia, American Ivy 
3 PrmeererrneGree pen” ser. Ons 2s eo Aes a 1 20 10 00 

250 bignonia Radicans, Trumpet Flower.______.--___-______ 1 70 15 00 

50 Celastrus or Staff Tree, Bitter Sweet_____.._____________ 1 70 15 00 
; 1000 Clematis, Paniculata (white) two year, No. 1--_-________ 1 80 16 00 
Clematis, Large Flowering as follows_._.______________ 4 70 45 00 
40 Duchess of Edinburg (double 80 Mad. Edward Andre (red) 
white) 15 Mad. B. Villard, (deep rose) 
35 Henryi (white) 12 Ramano (blue) 

200 Jackmanni (purple) 

Poumietchman s Pipe, smallileaft—-_ 9. ee __- Jee Wo age. es Bec 
Eni rest ate ee es 1 20 10 00 
Sao Periploca, Virginia Silk Vine___________-________________ 2500: 8 eee 
m2300 Scarlet Trumpet Honeysuckle--._.___._____.____--_______ 1 70 15 00 
‘ Prichama  Amorican™ White... = =_-___-_---__-___ 3 20 30 00 
> PLEIN ninesepitie S82 = 2 20 20 00 
‘ SIS Eanio ne Magmiies of 22 5 2 20 20 00 


Deer 
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PRIVET 
Per 100 Per 1000 
500 Amoor River North, 8 to 4 feet, 5 canes and up__________ $15 00 $2238 
5800 Amoor, River North, 2 to 3 feet, 3 canes and up__________ 11 00 100 00 
1000 Amoor, River North, 18 to 24 inches, 3 canes and up______ 7 00 65 00 
1550 Amoor, River North, 18 to 24 inches, 2 canes and up______ 5 00 45 00 
1000 Amoor, River North, 12 to 18 inches, 3 canes and up_____- 4 50 40 00 
9000 Amoor, River North, 12 to 18 inches, 2 canes and up_____-_ 3 50 30 00 
2000) California, 3sto:4feet,.bicanesand Uupses === === 7 00 65 00 
11000) California, 2 to 3 feet,3 canes ‘and up] == 222 =a ee eee 4 50 40 00 
1900 California, 18 to 24 inches, 3 canes and up_______________ 4 00 85 00 
10000 California, 12 to 18 inches, 3 canes and up______________ 3 00 25 00 
500 Ibolium, 2 to 3 feet, 4 canes and up_-_--_--_-_-_-_______ 12:00... eS 
350 Ibolium, 18 to 24 inches, 3 canes and up_-----____-=__-_-_— 800 -) ae 


EVERGREENS—TRANSPLANTED 


All evergreens are handled in the most careful manner, but we recommend dig- 
ging with a ball of earth and burlapping. Our price for this work is 30¢ for 3 to 4 
feet, 20¢ for 2 to 3 feet, 15¢ for 18 to 24 inches and 10¢ for 12 to 18 inches. 


Where evergreens are selected and marked by customer in the nursery, they will 


be charged for in accordance with their value and. prices named below will not 
govern. : 
Per 10 Per 100 


PAS Jae KoNES WANES) JivaVerecioly io Ab sta 10 00-2 
245eArborevatae: Americans 2 eto: one ete a ee ee en 750 30 ee 
1500 Arbor Vitae, American, 18 to 24 inches__________________ 5 50 50 00 
3000 Arbor Vitae, American, 12 to 18 inches__________________ 3 50 30 00 
20 Arbor Vitae, Pyramidalis, 2% to8 feet--_--_____--_-._ 17 50 eee 
150 Arbor Vitae, Pyramidalis, 2 to 2% feet-____._____-_____ 15:00"... 2S eee 
200 Arbor Vitae, Pyramidalis, 18 to 24 inches_______________ 10 00) SS 
500 Arbor Vitae, Pryamidalis, 12 to 18 inches_______________ 16:00) °, a 
10 Cedar, Red, 8 to 10 feet, B & B specimens sheared_______ 100.00! =. ae 
10 Cedar, Red,6 to 8 feet, B & B, specimens sheared________ 80:00“. ss 
10 Cedar, Red, 5 to 6 feet, B & B, specimens sheared______ 60 002 =. = = 

By ishuanyoreres Ihe IS) igo) DUE swore as 15} Ge Iho 8.50 

AK) cApbaryoyere, Manisa, 1%} way als} shoes}, 183 6g 18} 6.504 eS 
170) Lines BulltorsPonderosa2 toro neeuse ene ee 3750. ao eee 
120 Pine, Bull or Ponderosa, 18 to 24 inches_________________- 2.500. 
AQ) Lergovey dieveliss thaKoy AQanaryle) Cy 1S os 90:00. Coats See 
LO MEINE VIACK IG Rt Oey Le tis Esk Cosa eee ae ae 60:-00" <4 == 
LOVPine; Jack,*b-tow 6 fect, BiG Ba eee 40 00,5 eee 
(Jilesborsyy GeO Ae Amey, tay aneyan I nase 1B} ee 20.00) eee 


10 Pine; Jack, 2:to: (3 feet=— 2 ae eee 3 50) es 


i 
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EVERGREENS—TRANSPLANTED—Continued 
Per 10 Per 100 
10 Pine, Mugho, 2 to 2% feet, across, B & B_-__________---- $30 00 a oe = 
100 Pine, Mugho, 12 to 15 inches across, B & B_____-___-___- OO. eet he ee 
mtinosnscouen, 12, to4 feet. Bo & Boos =e Se ae 300008 es ee 
Weeine,.scoten, 10 to 12 tect, Bo&: Ba2-- 22.2 2 oe Z200KCON OF Teen 
EmEme. scouch, ) co to-10 fect, Bb &. Bs. 22-225 3 ls kt ee T2000 Me Beet 
fembinescoucn, 6:t0, 8 fect, B. dé) Bool22-2— 2 2 =2==—-=-=2 S000 © 4 esae n= 
MeRIne Scotch. 6 tO 6 feet, B & -Be2e-2 5-2 BORO #44524 = 
Pnmiate mM SCOUCH. a o, Lomo Leela = = cata tee 5 50 50 00 
Ragpeme scotch: 16) to 24 ‘inches. {ss 3 50 80 00 
BRebine yale 2 tom4 feet, By& Be oo ee e* 8 ee ee LSOUOO rang 2S =e 
BuweEine Whites 10 tou? feet, By. & Boos oe TOO X00; 4 Sa 
aaweries Winite, so: to-10 feet, B & Bu2. 2+ 2. 28 = See SOR Ri 2 aa ae ot 
Rae tinooay bre. 16, tO. 19. tect, B. & Bis = se. os sso Soe: BOR O04 erin ok eee 
Beene MW ites porto o Leet, i dBi a 22. Mes 2. ees SO gOS pane: 
Rone wWihites. 4:to, o-feet, B.& Bus = 2-2 20L00SS | Se eee 
BREE Nite ,oubo! 4° teebs. 222 Se 28) tb es Se 6.50 60 00 
Mumeeirare White, 2 to feet... ot 4 00 35 00 
eaob rine; White, 18 to 24 inches___.-_-------.-L=---.--2.L- 3 00 25 00 
MEIC eV ites 1A sO wSsinches. 22 -- 222 _ 2a S25 Coke a el 2720 20 00 
. 2040, spruce, Black Hills, 12 to 18 inches-_2...-.-_...._-._-=-= 2 70 25 00 
} 10 Spruce, Colorado Green, 5 to 6 feet, B & B__________-__- POOMO Oakey oe 
45 Spruce, Colorado Green, 4 to 5 feet B & B_______________ 60M 00MaG. “Sa ea= et 
; 20 Spruce, Colorado Green, 3% to 4 feet, B & B____________ Sie Oke See eS se 
10 Spruce, Colorado Green, 34% to 4 feet, B & B_____________ STSORG ae oes 
, 10 Spruce, Colorado Green 3 to 3% feet, B & B_____---______ SO S00 Si he = ea 
10 Spruce, Colorado Green, 2 to 2% feet, B & B____________ PAUL Ug tare ae oer 
135 Spruce, Colorado Green, 18 to 24 inches, B & B___________ OOO Se ee ees 
5 Spruce or Fir, Douglas, 344 to 4 feet__._._.__.__.__..._.______ Ome ewe ee Fe 
io spruce or Pir, Douglas, 18 to. 24 inches_-2_--= =.= == BM OORE® Vite a 
baspruce, Norway, 4 to 5 teet) B.& Bi--222__ a. TSO ees Secor 
MUMETIFUCO? NORWAY GnbO 4 16eb= == Se re a 5 50 50 00 
630 Spruce, Norway, 2 to 3 feet________ SEB? Sn ae 4 00 35 00 
Beus0) spruce, Norway, 18 to 24 inches_.-_..--__.___.______.__ 3 00 25 00 
Senpruce, White, 4-to.5 feet, Bié Bo. = 22 200) peta 
Seuaspruce, White, 18 to 24 inches22_ 2s 22. --- = === ____ BMOO} @taeies ee 8 
HEDGING 

: (Lighter stock than regular grade of shrubs) 
4 Per 100 Per 1000 
Mam MeanAC ial SiLOrAd INCNCS 2. 2S ae soe 7 50 70 00 
meuue@aracana, 12 to 18. inches.. 2 2-25-25 25.2 est 4 50 40 00 
menpen Olive Russian, 12 to 18 inches... 22-2 2_222-_.Ls4u-- ess 15 00 
sired Van Elouttel, 12 to: 18: inches_=~_2=.2_ +. 2-2-3 4 50 40 00 


8800 
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Assorted as follows, No. 1 


ROSES—HYBRID PERPETUAL 


Per 10 Per 100 


$ 30 00 


920 Anna de Diesbach, bright crimson 110 Jubilee, dark red 
820 Captain Hayward, crimson red 70 Mad. Gabriel Luizet, silvery pink 
80 Clio, satin pink 300 


870 


Gen. Jacqueminot, bright crimson 


Magna Charta, bright rose 
Marshall P. Wilder, bright crimson 


100 Geo. Ahrends carmine to rose 
20 Hugh Dickson, brilliant crimson 190 Mrs. John Laing, soft pink 
100 J. B. Clark, scarlet 330 Paul Neyron, brilliant rose 
80 John Hopper, bright rose 150 P. C. de Rohan, dark crimson 
Per 10 Per 100 
ACEO AKL ES TKO; INO, As $ 2 25 $ 20 00 


Captain Hayward, crimson red 
Gen. Jacqueminot, bright crimson 
George Ahrends, carmine to rose 


5 Magna Charta, bright rose 
55 M. P. Wilder, bright carmine 
20 Mrs. John Laing, soft pink 


155 J. B. Clark, scarlet 175 P. C. de Rohan, dark crimson . 
iU wsublee, dark red 
MOSS 
Per 10 Per 100 
ANSsontedsast follows INO sili ee ie ea rere eee $ 3) 50 $ 30 00 
80 Crested Moss, rose pink 100 Salet, bright rose 
200 Luxembourg, crimson 50 White Bath, white 
CLIMBING ROSES 
(Prices as follows unless otherwise noted) 
Per 10 Per 100 
IXSSOT:CE alse OU WS si NiO spat ee ce tne $ 2 50 $ 22 00 


60 Baltimore Belle, blush, white 
50 Christine Wright, clear pink@30¢ 
1950 Cli. American Beouty, brilliant red 
@25¢ 
1900 Crimson Rambler@25é 


600 Crimson Rambler XX @30¢ 
200 Dorothy Perkins, pink 
140 Dorothy Perkins, white 
3800 Dr. Van Fleet, delicate pink@30¢ 
600 Excelsa, (Red Dorothy Perkins) 
Flower of Fairfield (Everblooming 
Crimson Rambler) @30¢ 
20 Gardenia, bright yellow@25¢ 


180 Climbing Baby Rambler@25¢ 
180 Climbing Orleans, geranium red to 
rose @25¢ 
120 Grafzeppelin, coral red 
300 Paul’s Scarlet Climber, vivid scar- 
let @30¢ 
100 Pink Rambler 
50 Prairie Queen, rosy red 
200 Roserie, cerise pink@25¢ 
130 Seven Sisters, red to blush pink 


300 Silver Moon, white with yellow 
stamens @385¢ 
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CLIMBING ROSES—(continued) 


Assorted as follows, No. 142~-..._...---- 


30 American Pillar, rosy pink 


35 Climbing American Beauty, bril- 
liant red@15¢ 

175 Climbing Baby Rambler, crimson 
@1i¢ 

250 Climbing Orleans, geranium red to 
rose @ 15¢ 


100 Dorothy Perkins White 


Per 10 Per 100 


$ 12 00 
60 Dr. Van Fleet, delicate pink@20¢ 
150 Excelsa (Red Dorothy Perkins) 
1000 Flower of Fairfield, (Everbloom- 
ing Crimson Rambler@20¢ 
85 Roserie, cerise pink @ 15¢ 
175 Silver Moon, white, yellow, Stam- 
ens. 
75 Tausendschon, blush to deep pink 


MISCELLANEOUS—No. 1 


iipeblanda, bright Tose. 2.2L = 2 = 
cnumisarrison., yellow. 225-52 22. = ae 
fueruconis yellow —- 2-220) = = = 
40 Madan: Plantier, pure white_______- 
RNa prignt pink. 9 == as 
25 Setigera, rose pink -__---._-_=--.-. 


TEA, HYBRID TEA AND EVERBLOOMING ROSES 
(Prices as follows unless otherwise noted) 


Assorted as follows, No. 1_-____-________ 


60 Bessie Brown, creamy white 
150 British Queen, pure white 
60 Clara Watson, salmon rose 
60 Duchess of Albany, bright red 
300 Edward Mawley, deep crimson 
40 Etoile de France, dark crimson 
20 Frank W. Dunlop, bright rose 
140 General McArthur, bright crimson 
15 Gorgeous, orange yellow 
70 Gruss an Teplitz, bright scarlet 
30 Hadley, rich crimson 
40 Hermosa, deep pink 
110 Killarney Pink, brilliant pink 
25 Lady Ashtown, rose and yellow 
1290 Lady Hillingdon, apricot yellow 
40 Madam Butterfly, apricot pink 


Per 10 Per 100 
nS rae ewe 2 20 20 00 
Se ES 2 sn eee eee 4 00 35 00 
a es Be RES. MEETS 7 50 earete 
So eee ee 2 20 20 00 
SF ee ae 2 20 20 00 
a eee eens ee a 2 70 25 00 

Per 10 Per 100 
St ee a ere $ 4 00 $ 35 00 


40 Madam Caroline Testout satin rose 
90 Madam Edw. Herriot, coral red 
150 Maman Cochet, pink, rose carmine 
50 Maman Cochet, red, bright red 
40 Mrs. Aaron Ward, coppery yellow 
@il¢ 
100 Mrs. Chas. Russell, rose pink 
40 Mrs. A. R. Waddell, scarlet and 
Salmon Rose 
90 Ophelia, yellow, rose center@40¢ 
50 Ophelia, golden, golden yellow 
30 Perle des Jardines, creamy yellow 
60 Red Letter Day, scarlet crimson 
50 Richmond, deep crimson 
40 Wm. F. Dreer, coral and yellow 
380 Winnie Davis, apricot pink 
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TEA, HYBRID TEA AND EVERBLOOMING ROSES—Continued 


Assorted as follows, No. 142____-____-_--_ 


_ 210 British Queen, pure white 

20 Clara Watson, salmon rose 
100 Columbia, peach pink 

25 Dean Hole, silver carmine 
180 Duchess of Albany, bright red 
300 Edward Mawley, deep crimson 
125 Etoile de France, dark crimson 
125 General McArthur, bright crimson 
300 K. A. Victoria, creamy white 
200 Killarney Pink, brilliant pink 

25 Lady Ashtown, rose and yellow 
100 Los Angeles, coral pink and cop- 

pery yellow, @380¢ 
140 Madam Butterfly, apricot pink 


Sooo She ee Sd $ 2 70 


Per 10 Per 100 


$ 25 00 


70 Madam Caroline Testout, satin 
rose 
60 Madam Edw. Herriot, carol red, 
shaded yellow 
200 Maman Cochet, pink, rose carmine 
20 Maman Cochet, red, bright red 
15 Maman Cochet, yellow, golden yel- 
low 
175 Mrs. Aaron Ward, coppery yellow 
@30¢ 
60 Mrs. A. R. Waddell, red and sal- 
mon rose 
15 Mrs. Chas. Russell, rose pink 
25 Rayon d’Or, golden yellow 
50 Sunburst, golden yellow 


RUGOSA AND RUGOSA HYBRIDS 
(Prices as follows unless otherwise noted) 


Assorted as follows, No. 1 


450 Belle Poitevine, double pink 
220 C. F. Meyer, double silvery pink 
1050 Hansa, double bright red 


Assorted as follows, No. 1%_____-_______- 


1125 Hansa, double bright red 


Per 100 
$ 30 00 


Per 10 


300 New Century, double pink 
120 Rugosa Rubra, single red@20¢ 
300 Sir Thomas Lipton double white 


Per 10 Per 100 
2 20 20 00 


20 Sir Thomas Lipton, double white 


BABY RAMBLER 


Assorted as follows, No. 1 


75 Baby Tausendschon, clear pink 
210 Echo, soft pink 

160 Ellen Poulsen, dark pink 
600 Erna Teschendorff, carmine red 
30 Jessie, cherry crimson 

30 Joan of Are, milk white 


Assorted as follows, No. 1% 


90 Echo, soft pink 
§0 Erna Teschendorf, carmine red 
50 Katherine Zeimet (White Baby) 


eae Me nee ee ee $ 4 00 


Per 100 
$ 35 00 


170 Katherine Zeimet, (White Baby) 

840 Mad. N. Levavasseur, (Crimson 
Baby) 

100 Maman Levavasseur (Baby Doro- 
thy) pink 

450 Orleans, geranium red to rose 


Per 10 


Per 10 Per 100 
2 ee eee $ 3 00 $ 25 00 
170 Mad. N. Levavasseur (Crimson 


Baby) 
175 Orleans, geranium red to rose 
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HARDY PERENNIALS 
Achillea (Yarrow) 


ZAM, RYE RSE N ae ares oa eee ES ee NS < Be eee eee aie ae 


_ Aquilegia (Columbine) 


ipeAVNed( COLOTS ee ese ee anh ee 


Aster, Hardy 


FAay RAY Sa oa eal Se aera Ed a SR No a na nn pe 
PRN GO tee ey on eee ete see ee 
mlowmNovae Anrliae purples ..- 29 eo ane 
320: Novi Beigi Climax lavender__._____-______-_- 


Boltonia 


ATCT OldOSwe. 5 = 2 a =e is be a ee 


Campanula Medium (Canterbury Bells) 


SUP “LESSEE, tse he oe ea pe | ee 


Chrysanthemum, (Hardy Outdoor) 


1000 Assorted colors, pink, red and yellow__-_____-_ 
FD Vy ei i ae ee ee ee 
DONS Ghai yy Os) eee a ee ee ee 
PRUEGGIOETINOUCEN et ae ae Ee! Re aN a a 
BOO UMUn Oden he dee" a So Ae ene Se ee 
BoovMMarie, Antoinette, OSE. 222-22 ase eS Se 
AvOROldetHomestead pink 2 soe = es en ee 
SD FS el EXG sy a2) ee es ee eee ee 
OO MVIGLOmUS WH tere 297 eS ie eS 


Coreopsis 


TUG masnceolava, yellow == 2=- = Nos 422 es 


_ Daisy Shasta 


ADD CAS eS eS Se eee Les 


Delphinium (Larkspur) 


foaiuereladonna, light blues. 2-222. 2 s22- 2 
BUOMbeHAmOsa ark Die. 22 e) os oe eS eee 
ToOaGold. Wedal Hybirds. 3-2 se 


Dielytra (Bleeding Heart) 


PE BOMODEC TASH nos ee piel s. . Pe ase Eo 


Ferns, Hardy 


PP DUMONIGHOOLS SObS stem ee Ae ee = 2 


Gaillardia (Blanket Flower) 


SUE, (Girt peohha (ores pS ee ae a a a ae ee ee 


Golden Glow (See Rudbeckia) 
Gypsophila (Baby’s Breath) 


TA) LRG CUTE TS iS cy a SP A eee ee er ae 


Helenuim (Sneezewart) 


80 Riverton Gem, gold and red__________________ 


Helianthus (Sunflower) 


HU, 2 eel Se ee Se ee ee 


Per 10 


20 


00 


37 


Per 100 


$ 8 


IAwmnAAHAAADOAan 


35 


12 


10 


00 


00 


00 


00 


BULLETIN NO. 6, APRIL 13, 1925 


HARDY PERENNIALS—Continued 


Hemerocallis (Day Lily). 


UO eke, xCitepinany JbWhy)\o— se = 


Hibiscus (Rose Mallow) 


3900 Mice wi ea ee 
1000 Crimson Eye, white, crimson eye________-__________ 
600 Pirie oS Aes Ne ee IR Fe ernie Fe ei ee 
B00 Relist. ste ae 8 ae a a ee ee ene a a 


Tris, Germanica 


Named varieties 
PAO] Olmak Okey ones(orerenmofsnranl eyo bape a ee EE en 
Wy Mloreertahoe, UNlos wong 
NO) Cereal, ceo Ishi s 
OKO IsonoOlolbe, alow? se 
a Urdsiel .@ oV-Sobhiqe Wen) oSub\- weenie eee ne Seetoe Sy. SP Sere 
(5: uehene rin spin kes ae te ee eee a ee 


350 Mrs. Horace Darwin, pure white________-__________ 
LOO ePallidayDalmaticass layed creme ne eee 


Japan 

1200 Gold Bound, white, gold center____________________ 
SCE Ot Dalen 0 ert ea rn yes on ae 
650 Purple and Gold, purple, gold center____-_________- 


Iris, Siberian 


Hg 3Y OB of ADU = aed Mera aee Sy ester ti Nia Se Somers ae ames LAAT are 


Lathyrus Latifolius (Perennial Sweet Pea) 


100!: Pink). CLSeSo" eee Nee eA Soe ee ee ee 


Phlox (Paniculata) 


1000 Mixed! 2222s ee eee 
named varieties 


BNO) ovo, Wahi axel: Aaa 
IAD 13) Connie, SEinbony Ehedenevaiyy 
S20. Bridesmaid sawihitte rene late ye aye cee eae ee ee 
290 Champs Elysee, rose magenta________-_--_---___+- 
Sb ACoquelicoG scar] Stipa ee ee 
1000 Hielaircurs;nosys carmine= === = eee 
70. ‘Kitna; orangemed:) 222 ==) = Se eee 
165 TR Ae, Buchner ees bt nw Tues ere eee 


Per 10 


70 


1 00 
1 00 
1 00 


70 


1 00 
1 70 
1 00 
1 00 
1 40 
1 00 
1 20 
seal) 


Per 100 


$ 6 00 


H 
aoow wo uo 
S 
i=) 


poe 
anmnwnwmdonrnwi®-p D 
S 
=) 


12 00 
12 00 
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: HARDY PERENNIALS—Continued 
_ Phlox—(Continued) 
Per 10 Per 100 


25 Ferdinand Cortez, deep crimson__----------------- $ 1 20 $ 10 00 
BOOM. Ga von Lassbure, pure white: --==.---_-=-222..- 1 00 8 00 
miorbrederick” Passy, mauve_—=—>222- 222-222 - =~ = 1 10 9 00 
ROIS a OnbeDUTplesase shan os Ch. We easels 1 00 8 00 
TAnesesnneide Arey pure whites. = 2a * Ls eke 1 00 8 00 
lepelanVvarue. mauve, red eye. 2 -_ = a ek 1 00 8 00 
BuOQMuord: Raleigh: deep purple. - = 2-5 22 Bn ee 1 10 9 00 
waommourse Abbema, dwarf white-=.==2---.=2-2=-2--2 1 00 8 00 

50) Michael Buchner, dark purple_-—.=--...-=-~_=---.-- 1 40 12 00 
SooewMiss Lingard, white, pink eyes. - =. 2h 1 20 10 00 
600 Mme. Bezanson, deep. crimson___ === --___-_--_--— 1 40 12 00 
SOpwinss Ghas..oor, pale lavender-.—- 2-222. 2-1) 1-20 10 00 
SDR Semis PUNE Wilbe a. <2 = Sei os 90 7 00 
PS a uUNCOtm Ose ypIn Ke - =". Ne SAR TS eS 1 20 10 60 

DOAPROE avincbow, Drilbiant scarlet=.222 2< 5 2-0 2 = 1.20 10 00 
900 Rheinlander, salmon pink, red eye______________--- 20) 10 00 
200 Richard Wallace, white, violet rose eye_____________ 1 00 8 00 

ROMROSCIDECLS «wine ered, CVG. =. a2 eb ee 1 20 10 00 

ADO eR we. Struthers: rosy, cherry. red__.--=_..-.2--.2-_- 1 00 8 00 
MEI CPLUIGNSELOOM. GGED “‘TOSC- a8 ee 1 00 8 00 
1510 Siebold, orange scarlet, red eye_____-_-_____--___-- 1 20 10 00 
300 Sir Edw. Landseer, bright crimson__.-_=-_=_-=---_- 1 20 10 00 

Pate svecials French. slighty pink 2 8 1 70 15 00 
On SESCEOdrk Tose iin: sase eS ee ee 1 00 8 00 
EAST, |S TETAGL OTN Meal [cae Se ae a =e en eee 1 00 8 00 
325 Terra Neuva, lavender, light eye___________________ 1 00 8 00 
PAMMULeDaIGe-sTosy pinks => =) Wee Sar 1 00 8 00 
Per On SSALIN ON ADIN 2 Soe aks Mo oa ee 1 20 10 00 

20 Widar, reddish violet, light center__________________ 1 20 10 00 


Physostegia (False Dragon Head) 


EDLY Erg CO es ES Tg ag rake 80 6 00 
Pinks (Grass) 

OU) Lire Ys [Sco (0 (0) [aa a a 30 6 00 

Pr UNIIKed er sin ml owe =-tsereee oe oe I 80 6 00 

named varieties 

Pee CLOpSeRILCOmE VDIIGS 2 22 a EN 1 00 8 00 

dolsBindem. rose pink and “white: 2-2 2002 120 10 00 
Platycodon, (Baloon Flower) 

maT ENCROT As DING ae Ser ee Se ee 1 00 8 00 

PeGaGermearciora Alba, white. <-.2 5... -s2 1 00 8 00 
Poppy 

em Orionilobivbrid: 2) =) 95 ee 1 50 12 00 


Pyrethrum (Painted Daisy) 
PIPER Tertius ee eee a ag or ee 80 6 00 
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HARDY PERENNIALS (Continued) 


Rudbeckia (Coneflower) 


25 Hirta, (Blackeyed Susan)_______________ 
200 Laciniata, (Golden Glow}______________ 
125 Purpurea (Purpie Coneflower)_________ 


Salvia, (Meadow Sage) 


IBD. Aap | ies a 


Sedum (Stone crop) 


2002PinkysBeau bys tee e oe sae ieee ry Se ear 
ZAK) ROSAS, THOS. joe 


Tritoma (Red Hot Poker) 


S00 MPEItZETIG= Seer. Set ee enter 


Yucca 


Canna, 


WOOO Zvomour, sOulOny 
IAD OPO). TON) He 
SO MEEe DINGS Car] etaeene eae 
BY) Ibaehenn wyalllon 72S 
290 MKcinesEumberbascarl cts aan 
337s) Wlevel Crrovay seaudllep_ oa 
300 Mrs. Alfred Conard, salmon pink_______ 
500 Richard Wallace, yellow_______________ 
HOON he President arscar] et sae eaeee ane 
LOM Venus pinkt sista eek ee are see 
1000 Wintzer’s Colossal, scarlet_____________ 
OD Wao, Omee == 
500 Yellow King Humbert, yellow___________ 


Cinnamon Vine 


LOB Sole Bs Ae ste eee Nae ete 


Dahlia 


OO RMaxe daeo] OTs sree = cece ese 


Cactus Varieties 


35 Countess of Lonsdale, apricot pink______ 
200 Kriemhilde, pink shading white_________ 
200 Perle, de Lyon, pure white fringed petals 
200""RediCactus===2 2 ee ee eae 


So eae es 1 00 


Per 10 Per 100 


65 5 50 
70 6 00 
55 4 50 
45 3 50 
45 3 50 
45 3 50 
70 6 00 
45 3 50 
55 4 50 
45 3 50 
55 4 50 
45 3 50 
55 4 50 


Per 10 Per 100 


90 7 00 


EE 


Per 100 


00 
00 
00 


CO m © 


6 00 


8 00 
10 00 


6 00 


Per 1000 


40 00 
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SPRING BULBS—Continued 


*The above prices are for No. 1 Bulbs. 


DAHLIAS—(Continued) 
_ Decorative Varieties Per 10 
mMonbonny, Blue dark bluess2- 22265 = See Pe $1 00 
MUO POUR HWOILe see teen See eee Se a eS 1 20 
HEC oR UVe EeTTICODS -V CLOW: ee ee as ee eT 1 20 
BOs MeliCe Wilac, hin ke ay sees ee a Se 2 00 
Bawah tose prilbiant Ted. 4 ate eke See SS 1 00 
toGaiviinasbuncie, dark red: =—o-=2— 2 o = 2s aS se 1 70 
Soosheoseussaridark, rede ov ss ose ee Je 1 00 
RoponNshines wellowyec see net OA OT eee 1 00 
Tat: Sida. Teresa's) fe See SA sae SEG re ie ee eee 1 20 
Aine enompsonprichtivred: == 52) fees Sk ee 1 40 
Pompon Varieties 
TOO; Bronze: Beauty, coppery. red__ = 2= = = ee 1 00 
Show Varieties 
AOUeACM es nvoOnlserOSsespIn k= = se! SSE ee 1 40 
125° Arabella; yellow to primrose-==-—.--~---=---=____- 1 20 
ie OmOalepreowersashellipink== = 7 Sete See ee 1 00 
ATOnChas. Lanier, orange yellow_.=--=-— = ===2- = 2222- 1 00 
65 Maude Adams, white tinged lavender______________ 1 70 
50 Mrs. Wellesley, cream and crimson____---__-_______ 1 00 
ZrOMsLorm. banrbest-wnites! 2252-0 2 ws See eet 1 20 
Gladioli 
Per 100 
OC) Wier] Coltp TSS Se ee ee 3 00 
Deve Alice hinlady Olan ges === Ses Ss = eee 7 00 
PHU. America, lavender pink. =-2 5 2 ee 3 00 
450 Augusta, white flushed rose_________--_----_---__-_ 4 00 
MMNNe barons EulobpuLple eens ea. So en ey Pe ee 6 00 
440? Brenchleyensis, bright red_- =. 2... 2-2. = sus. 4 00 
PERO DICAPORWAILGs= song en go Se ee eS 4 00 
BE OTrACKeriacCke Maroon. 2 seer so Nee 5 00 
SIS, (Grace isto ote 18 Bee oF 0 (Legon SES ERS ES eS a ea ee 3 50 
850) Empress of India, dark maroon____.~-----_-_-_-_.= 6 00 
Bietivelyn Kirtland. rose pink ——- 5222 a ee 6 00 
PUraNeys SalmMOnNe Dike =a 2 ee RE) oa 4 00 
Poe eraAdan PUNeHNAUVG! = 2 oats Jo Os 5 00 
490 Le Marechal Foch, delicate pink___________________ 4 50 
Boop tins rN orcol, cream pinks == 2208 27s $ 6 00 
HeGavins, Branciss King, scarlet. 3 oo) = see 4 00 
Dpestirs, Pragkorendieton, pink =o. hoes = 2k 4 50 
ahd) ROSE, (inl ee NS OE eee ee eee 4 00 
RE enCe mare Whiter sa. = 9 ys ea 8 ee 5 00 
Cements eETV DES: (Ted. oo Ee 3 00 
iaOebrince of Wales, salmon’ pinks 25-5) 2 5 00 
PAC METINCEN A GNIMNISOne==) + ee eS 4 00 
BUmSCiMaADeMel Ow a) 25-22 ee ee 4 50 


Per 100 
$ 8 00 
10 00 
10 00 
18 00 . 
8 00 
15 00 
8 00 
8 00 
10 00 
12 00 


8 00 


12 00 
10 00 
12 00 
8 00 
15 00 
8 00 
10 00 


Per 1000 
00 
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SPRING BULBS (Continued 


Lilium Per 10 Per 100 
2805 Aunatuim.GoldmBand ele lila ates eee ene een $ 2 00 $ 18 00 
220 Lily-of-the-Valley, Clumps (10 pips each)__________ 2 50 20 00 
HOON Thy Cope dae. Welblenys Tomoyo 2 1925 2 00 
20 Revales whitesshad ed) ini kts eee eee 3 50 30 00 
300) Revalel: winitenshaded™pink=s=t= mses ee 38 50 30 00 
100 Speciosum Rubrum, white, spotted crimson_________ 1 70 15 00 
100 Tigrinum (Tiger Lily) double orange______________ 1 70 15 00 
480 Tigrinum (Tiger Lily), single, orange______________ 1 20 10 00 
Madiera Vines 
7A aa pee et A ep ee Se re 70 5 00 
Tuberose 
630=Mexicamssim os] el vali cies ae mee oe eae 50 4 00 
PEONIES 
(Graded Strong 3-5 eyes) 
Per 100 
300° Pink) Unnamed: 2s eA ee eae ee ere $14 00 
200' Red: Unnamed! 2 =-- 5.24200. =o ea ee ee 20 00 
500); White:-Unnamedss 5252 = 2 ee se ee 18 00 
Named varieties as follows Each Each 
135 Albatre, (ivory white, carmine 110 Marie Lemoine, (silvery white. 
striped. ssbate)m= sac eee 40¢ Very: late) === = 35¢ 
210 Asa Gray, (shell pink. Mid- 230 Mme. de Verneville, (pure white. 
SEASON)! aes ee eee ee 40¢ Early) ame as 20¢ 
FO MAvalon chads Site 25 Mme. Forel (lilae rose. 
Pei eis ee eee 40¢ Early) =o ae 20¢ 
25 Mons Jules Elie, (pale rose. 
150 Felix Crousse, (brilliant red Barly), “22 oe 75¢ 
Midseason) es eae 45¢ 800 Officinalis Rubra, (bright erim- 
200 Festiva Maxima, (white; center son... Barly) == rs 45¢ 
crimson flecked. Early)_----- 251 40 Prolifera Tricolor, (flesh white. 
225 Francois Ortegat, (crimson Late) ~__---~---------------- 20¢ 
Midseason) ina 2aehwaw mene 25, 100 Reine des Francaise (lilac white. 
80 Le Perle, (white; blush center 201!) ae AN: 
Mideoasoriy ace ee aa 40 25 Rosea Elegans, (soft pink. 
: p Midseason) ivs22-2 22 2 eee 20¢ 
500 La Rosiere, (creamy white. 20° Rose @ Amoun (hells 
Midseason) ----_---~--------- 35 Midseason)... 2) ee 35¢ 
250 Louis Renault, (shell pink. 20Sydonie, (lilac pink. Early)__--20¢ 
Midseason) a== === ene 354 45 Zoe Calot, (violet rose. Mid- 


100 Marie, (lilac white, Late)_-___ 20¢ Season) 22202 sk=2 22. ee ee 


Retr TE COTE ff oP ee OPP 


HPs VP | > 


CPM cet 


oye 


NURSERYMAN’S SUPPLIES 


NOTE—Supplies of all kinds are subject to an advance in price without notice. 
BOX CLAMP—Lever style, strongest, simplest box clamp we have used. 


DPC ee Ae tt Re ee eae ee EL ge $4 00 

BOX STRAPS—Made of thin galvanized sheet steel, cut into strips averaging 
12 inches long and %-inch wide. Strong, tough and pliable, per lb._-_ 10 
PumiuAr—New, 40 inches wide.” “Per yard --.2=2=—===2--==.- 25-52-5254 -2= 12 
COLLATING BOOKS—To collate orders. Per book, postpaid_____-_----_---- 50 


DELIVERY CASH BOOKS—Have ruled spaces for name of customers, amount of 
order, amount collected, etc. Holds 133 accounts. 


Pent book: noSupalas. = 2s mes Sala eee ee ea 10 
DIBBLES—Made of tooled steel, just the thing for planting grafts, 
Aa. WIDE elie, see eet Sa a ise oD Bee eee ee ed 75 
Peto ING LH RwAD—Unwaxed. Per ball.: 2-2 .+-2-2J+--+---- 2-22 se- 15 
GRAFTING THREAD—Waxed. One ball will wind about 3,000 grafts. 
TEtap pM oped hoes <a ee Bo OE Bs ll AES RS ae eee 30 
mMvives, GRAB TING—I. xX, Li:square point. Maeh_----/--=-.2=2-==-==+--=- 1 00 
KNIVES,PRUNING—Good quality, fine for light pruning. Each________-__- 1 00 
KNIVES—Can be used for budding. Nobonetip. Each___---_------------- 60 
mNnVbo—herular budding: »~ Bone tip. . Machs2= ~~ ~--------=___=s_-__=: 1 25 
LABELS—Put up 1,000 in a package. Iron wired, 3% inch plain. Per 1000__1 60 
Copper wired, 3% inch plain. Per 1000_______ dn hepa OSS Oe pede 1 90 
Pierced, iron wired, 3% inch plain. Per 1000__----___-__-______- 1 80 
NEEDLES—For sewing burlap, 5 inch curved, best. Per dozen______________ 1 00 
ORDER BLANKS—Contain 50 order sheets, also duplicates of different color. 
Our name does not appear on these blanks. Fach___________ 35 
PAPER—To line boxes. Comes in 70 lb. rolls, 34 inches wide. Per pound____ 10 
PRUNING SHEARS—California pattern, 9 inches, volute spring. Each______ 135 
SHINGLE TOW—Baled, average about 100 lbs. to the bale. Burlapping extra. 
1220 lt) Ge ee SS ee ee a ee ee ee ee 90 
SPADES—Ames make. (We have this pattern made to our order. It weighs 
only 7 pounds, is strapped full length, non tapering. Each__________ 2 50 
TWINE—Sewing twine for burlapping, in skeins. Per pound________________ 50 
ian H——sisal, 2, ply, for tying, bales. ~ Per pound_2_..-.-._2--_- 4. 22 
TWINE—Tarred lath yarn, for tying trees; ir 5 pound balls. Per pound_______- 20 
TWINE—Tube rope, 6 ply for tying bales. Per pound-_-_____-____-_________ 20 
TWINE—Tube rope, 4 ply for tying trees for storage put up in 5 pound balls. 
Stem OTIC se eee mies ade ee ee IE Oe ee 20 


TWINE—Wool twine, 8 ply, for tying trees; put up in 1 pound balls. Per Ib____ 20 


